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Cooperation 


(ko-op-e-'ra-shen) 1: the act or process of working with another or others. 
2: the act of associating with others for mutual - often economic - benefit. 
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«We Say it's working with you! 
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When the specs are 


and the task 
is huge- 


The painting contractor needed 15,000 gal- 
lons of paint in Minneapolis for the Veteran 
Administration’s largest Hospital. And the 
Government specifications were stringent. 


The job was so huge, the contractor needed 
a full month to estimate needs — epoxies, 
alkyd enamels, undercoaters, exterior paints, 
pastel colors, accents, and on and on. 

Mautz delivered its quality paint precisely to 
specifications and right on time — to supply 
thirty painters who worked 1⁄2 years to cover 
4,985 doors, miles of corridors, hundreds 
of rooms, three giant atriums, an energy 
facility and a maintenance building. 


Every job you do is a big one — so trust 
your specs to Mautz. 


cal A 
Mautz Pee” 


Paint “== 
Ca 


Manufacturing and 
Corporate Headquarters, vil 
Madison, Wisconsin 608/255-1661 


Insl-x, Rust-Oleum and Sonneborn in Mautz factory 
stores throughout the Midwest. 
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Guidelines | 


A proposal, Senate Bill 48, has been introduced in the Wisconsin 
You can be a “player”... | 
Legislature to not only increase the state sales tax to 6%, but also | 
expand the tax to architectural, engineering, interior design, accounting, 
legal and a host of other professional and business services. The 
resulting increase in sales tax collections, estimated at about $800 
million, would be used to reduce school property taxes. 
SB 48 is so ambitious and multi-faceted that it probably won't be 
adopted in its entirety. However, as debate on the 1991-93 state budget 
reaches its final hours later this spring and legislators are looking for a 
source of additional revenue to balance proposed expenditures, the sales 
tax expansion component of SB 48 may start to look more attractive. 
This will be particularly true if legislators do not begin to hear a rising 
chorus of opposition to the sales tax expansion idea from their 
constituents. According to legislative estimates, imposing the sales tax 
on architectural, engineering and other design services would generate 
over $26 million in state tax collections. 
The real choice is yours. You can be a “player” and contact your state 
representative and state senator. Or, you can decide to be a “victim” 
and allow others, who support expanding the sales tax, to influence the 


political decision-making process. It’s time to let the air out of this sales 


tax expansion trial balloon. 


Bill Babcock 


WSA Executive Director 
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SMART MONEY. 
THE PIVOTAL PART OF ANY NEW 
CONSTRUCTION PROJECT. 


A in the design or contracting || | when energy-efficiency measures trans- 
business, Wisconsin Electric's Smart i late into lower energy costs and higher 
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offer cash incentivesto @ Es vee rm area, call 221-4900. 
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Wisconsin 
Electric 


immediately, and later, 4 POWER COMPANY 


Your clients benefit 


SMART MONEY FOR BUSINESS PROGRAM 


CALL 221-4900. OUTSIDE MILWAUKEE, 1-800-544-7989. 


by Stephen Grabow 


Dialogue 


The Science of Design 


rchitects and scientists are 

alike in that their vision of 

the world depends as 

much upon what they 
are looking at as upon what their 
previous experiences have taught 
them to look for. During revolu- 
tions, however, scientists actually 
see new and different things when 
looking in familiar places. The 
question is whether architects do 
the same. 


Christopher Alexander is a scien- 
tist (trained in physics and 
mathematics) and an architect, and 
he approaches the question—What 
is design? —with a kind of scien- 
tific rationalism not normally 
associated with architecture. 
Modern architecture had been call- 
ed ‘‘rational,’’ for example, but it 
was the kind of rationality that 
Karl Mannheim called ‘‘func- 
tional’’: shaped exclusively by ex- 
ternal realities and void of any 
final purpose. On the other hand, 
Alexander’s rationality is obvious- 
ly substantive, the kind of pure ra- 
tionality that distinguishes extra- 
ordinary from normal science and 
which seems to flow naturally 
from his training as a mathematician. 


Although architecture is, by defini- 
tion, both the art and science of 
building, the ‘‘science’’ side of the 
equation is usually interpreted to 
mean applied science—the realm 
of structure, materials, construc- 
tion, and the technological hard- 
ware of building operations. Occa- 
sionally a structural engineer or a 
technologist will conceive of the 
problem of design in terms of 
their particular disciplines; but this 
is quite different from the perspec- 
tive of pure science or mathe- 
matics. Nevertheless, the “art” 
side of the equation is usually 
reserved for the question of 
design—the realm of the synthesis 
and generation of architectural 
form. In terms of tradition then, 
the architect is fundamentally an 
artist, but one who understands 
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science and can apply it to the 
problem of building. Although he 
may have great respect for science, 
even be fascinated or inspired by 
it, he is not a scientist. Even the 
few scientists who are also arch- 
itects, like Leonardo da Vinci and 
Christopher Wren, treated the 
question of design as a purely 
artistic problem. Architectural 
history records few, if any, in- 
stances of architects treating the 
question of design as a scientific 
problem. 


The current role of theory in arch- 
itecture illuminates this distinction. 
In the making of buildings and 
towns, the crucial test of the reali- 
ty of a theory is the extent to 
which practical work depends on 
its existence. But in the case of 
modern architecture, most of what 
passes for ‘‘theory’’ is really just a 
manipulation of design concepts 
and ideas already derived from the 
experience of building. In other 
words, it exists in a peculiar rela- 
tion to the final product. Such 
theory does not help create 
designs; it only explains them—a 
fact which always comes as a 
shock to most students of architec- 
ture. For this reason the act of 
design has remained a creative 
mystery, somehow transferable but 
not rationally communicable. As a 
science, however, such theory is 
primitive. It cannot really be used 
by anyone else; each designer must 
re-invent the act himself; and, as a 
result, there is practically no inter- 
nal cumulative body of architec- 
tural knowledge. In that sense, 
modern architectural design is very 
similar to pre-Newtonian optics 
where, says Thomas Kuhn, ‘‘being 
able to take no common body of 
belief for granted, each writer on 
physical optics felt forced to build 
his field anew from its founda- 
tions.” 


The modern, so-called objectivist 
view of aesthetics insists that the 
source of beauty of an object is 


contained primarily within its for- 
mal properties. In the case of a 
building, this means how if looks, 
independently of the life that goes 
on inside. The exclusive appeal of 
this view is evident in the tendency 
for modern buildings to be 
photographed for publication 
without people in them. The so- 
called subjectivist view, however, 
is equally unsatisfactory. It holds 
that what makes something 
aesthetically valuable is not in its 
own properties but its relation to 
the personal preferences of its 
perceivers. 


This antimony has no place in 
Alexander’s view. For him, the 
beauty of a thing does not rest en- 
tirely in its appearance but rather 
in its existence: 


For me, the beauty of a thing 
is not purely in how it looks, 
It has to do with how it is. 
Now how it “is” essentially 
involves a relationship between 
the various events that are go- 
ing on there. It happens to be 
true that when a thing is 
transparently true to itself we 
then somewhat naively think 
of it as beautiful. The naive 
part actually consists in at- 
tempting to analyze that intui- 
tion and mistaking it for being 
a comment on how it looks. 
But when it is correctly 
understood it happens to be 
only a comment on how it 
looks in passing. Appearances 
can be deceptive...So it is 
ultimately the inner life which 
is the thing that matters. And 
when I say that basically I am 
concerned with making things 
beautiful, that is what I am 
speaking about. 


Here again the inquiry comes to 
rest on some holistic property of 
structure. In this case it is the in- 
ternal resolution that occurs when 
something is “transparently true to 


itself.’ As in the ‘‘goodness of 
fit?’ between form and context, or 
in the correspondence between the 
structure of a problem and the 
design program, or in the free 
functioning of a system, or in the 
overlapping structure of interac- 
tions, or in the ‘‘real heart struc- 
ture of a language,” or in the 
congruence between the holistic 
perception of a thing and its 
behavior, all of Alexander’s in- 
vestigations during this ten-year 
period come down to this property 
of wholeness or richness or vitality 
that is present in beautiful 
buildings. To anyone trained in 
scientific method this would seem 
to suggest two possibilities. Either 
the investigations have been incor- 
rectly biased from the start, in 
which case the pattern of coin- 
cidence is nothing more than an 
interesting tautology, or there is 
some objective phenomenon at 
work which shows up no matter 
how one approaches the problem. 


In science, the discovery of such 
phenomena is rarely sudden. 
Usually the investigator is driven 
to conclude its existence only after 
repeated efforts to explain 
something else come to rest on its 
probability. For Alexander, the 
idea that there might be some sort 
of phenomenological event occur- 
ing when something was 
“beautiful” was not even an at- 
tractive option. First, it places one 
in the extremely awkward situation 
of claiming something to exist 
when that existence seems highly 
problematic. Second, the burden 
of proof is enormously time con- 
suming and often impossible 
within the lifetime of the person 
making the discovery. And yet, by 
the end of the late 60s there seem- 
ed no other alternative. It was 
clear that although progress on the 
pattern language was evident, each 
attempt to explain what was meant 
by the holistic property of struc- 
ture opened up new questions. The 
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results seemed to suggest some 
sort of hermetic circle of inquiry 
that led inexorably to the existence 
of some objective feature of reali- 
ty that was logically accessible 
only by inference. If indeed there 
was such a phenomenon, by what 
means could one be precise 
enough to sytematically predict its 
consequences? 


There are precedents in architec- 
tural theory and practice for the 
discovery or even the claim that 
there is such a phenomenon. A 
careful examination of Wright’s 
discussion of ‘‘organic’’ architec- 
ture or of Le Corbusier’s remarks 
about ‘‘ineffable space’’ suggests 
that both believed that what they 
were referring to were objective 
features of reality. Eliel Saarinen 
believed that the seach for form 
would result in objective con- 
clusions—which he described in 
terms of a spatial ‘‘aura’’—and 
that its fundamentals were 
“always the same, all the time, 
unchangeable and firm.’’ There is, 
however, no precedent for a 
systematic description of the con- 
sequences of such phenomena. 
Although such descriptions con- 
stitute the basis and prerequisite of 
scientific paradigms, their ex- 
istence in architecture would 
radically alter the current concep- 
tion of the field and shatter the 
prevailing constellation of facts, 
values, and methods upon which it 
is based. Because such an event 
seems so improbable, and because 
of Alexander’s specific answer to 
the question, his inquiry itself con- 
stitutes an examination of the en- 
tire field. WA 


EDITOR: This article is an excerpt 
from “The Science of Design: 
Christopher Alexander’s Search 
for a Generative Structure” which 
originally appeared in the Fall 
1983 issue of ReVISION. 
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by Thom Mayne & 
Michael Rotondi, AIA 


n the late 1960s and early 

1970s many schools of arch- 

itecture were experimenting 

with ideas connected to 
notions of architecture as a quasi- 
scientific pursuit. There was a for- 
ward thrust propelling us into the 
future. Fundamental continuities 
were broken with regard to 
accepted notions of the basis re- 
quirements for the education of an 
architect (history and drawing, for 
example). The focus was on the 
holistic visions of a rational ap- 
proach which paralleled a percep- 
tion of scientific inquiry marked 
by an inherently circular integra- 
tion of analysis and synthesis. As 
products of this system we lacked 
confidence, and were somewhat 
suspicious of the more intuitive 
potential of invention. Intellect 
and intuition had yet to be 
reintegrated into a single modus 
operandi. 


Our early projects, notably the 
Sequoyah School and the Medical 
Office Building, were a direct 
response to this circumstance: the 
hunches were there, just not quite 
grasped. The focus was on infra- 
structures, with their emphasis on 
program, the environment, change 
and flexibility, and movement; the 
objective was a generic, neutral 
architecture resulting as a pure 
manifestation of these forces. 


With the Venice houses we began 
a shift to more private and ex- 
pressive concerns, focusing both 
on the making of visual and 
spatial connections between 
building and context and pursuing 
ideas which attempted to establish 
a dialogue between the idealized 
and the idiosyncratic characteris- 
tics inherent in each problem. The 
work was more and more about 
conflicts, questioning the norma- 
tive and clashing with the expect- 
ed; it was an intersecting of our 
subjective views and the program- 
matic demands of our clients. The 
grammatical rules were evolving. 


Dialogue 


Morphosis: Architecture as 
Communication 


There was an intentional juxta- 
position of unlike materials in 
conjunction with the use of a large 
number of parts and a purposeful 
interaction of structural and non- 
structural elements. Later projects 
such as the Crawford Residence 
and the 6th Street House con- 
tinued to explore this dialogue 
through an increasingly complex 
or multi-layered strategy articu- 
lating the non-visual aspects of the 
work, There was an explicit con- 
nection to what was perceived as 
an indecipherable, pluralistic, and 
heterogeneous world. Emerging 
through the noise was an everpre- 
sent concern for order. 


These projects, from our smallest 
scale commissions, such as the 
2-4-6-8 House, attempt to com- 
ment on their urban situations; 
they are informed by the city and 
in turn aspire to redefine it. As 
extensions of their immediate site 
conditions, they participate in 
defining limits and boundaries and 
make both generalized and specific 
observations. Late projects, such 
as 72 Market Street and Kate Man- 
tilini, pursue these interests within 
a more confrontational strategy. 
Buildings become interventions in- 
to an existing fabric as a means of 
experiencing the collision of the 
contemporary world while main- 
taining a consciousness of the 
past. Tradition and history are 
used as the groundwork for new 
organizational and conceptual 
ideas in a time when much of 
architecture is preoccupied with 
accomplishments from the past 
and their literal interpretations. 


We reiterate the dialogue between 
the general and the specific at the 
site as the work responds to ac- 
commodation. We’re developing a 
direct discourse about the connec- 
tion (or disconnection) between 
use and form, which questions 
both the priority of function 
within the design process and the 
assumption that the satisfaction of 


13 Wisconsin Architect March/April 1991 


our needs is the most important 
goal. Technology supports use, not 
the other way around. The issue is 
to develop a definition of ap- 
propriateness while questioning 
current notions regarding the opti- 
mization of technology. The tec- 
tonic focus of our work is about 
making (sometimes unmaking) and 
communicating the process and 
activity of construction. It utilizes 
the inherent qualities of materials 
and the expression of that 
materiality to produce a building’s 
particular quality (it’s ‘‘authen- 
ticness’’). There is a deliberate ten- 
sion created between the simplicity 
and the generic nature of materials 
and the abstract/conceptual nature 
of the work as a whole. We reject 
the current convention that 

equates value with the preciousness 
of materials over the transcen- 
dence of the concept. Ideas of 
luxury, or value, are represented 
by the richness of form as it 
manifests concepts, Beauty is thus 
a consequence of a profound in- 
timacy with material things; it can- 
not be possessed beyond the mo- 
ment; it is reclusive, inexplicable, 
and unreproducible. 


Architecture is, finally, a means of 
communication, a way to describe 
things for which words are inap- 
propriate or inaccurate, and to 
speak about the culture from 
which it comes. We take a point 
of view. Our work concretizes the 
ephemerality of feeling. It 
transcribes the complexities of the 
world and the fragmented, dis- 
bursed, and detached nature of 
existence. Our interest in indeter- 
minacy parallels our interest in 
formal language. Our work 
reiterates the unfinished nature of 
things. We hope it unmasks the 
deceptions of first appearance and 
explores what we don’t see. WA 


EDITOR: This article is taken 
from the Foreword of a 1989 
publication on the work of Mor- 
phosis Architects, 
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Bold and exciting! Two support 
styles, a variety of seating panels, 
and an innovative litter receptacle 
are the basis for the new Petoskey 
Group from LFI 

Only from LFI/Landscape Forms 


Bill Quinlan 

835 West Webster 
Chicago, IL 60614 
312/871-8810 
312/871-4617 FAX 


Project 


First Federal Savings Bank 


Location 


La Crosse, Wisconsin 


Architect 


HSR Associates, Inc. 


General Contractor 


Fowler & Hammer, Inc. 


Photography: Mike Hales Photography 


An addition and remodeling of the 
First Federal Savings Bank 

resulted in doubling the size of the 
building to 60,000 square feet, 
while giving it a new appearance 
both inside and out. The result ap- 
pears as one building; the addition 
cannot be distinguished from the 
remodeled original structure. This 
was accomplished by retaining 
some of the existing forms and the 
ashlar stone and matching them in 
the addition. Dated elements of 
the original structure, including 
stone trim and windows, were 
replaced by new and also carried 
through to the addition. 
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The building entrances were 
relocated and made more promi- 
nent, connected by a new atrium 
lobby running the width of the 
building and crowned with a bar- 
rel vault skylight. The teller line, 
drive-up, customer service and of- 
fice areas were all relocated and 
expanded. Extensive use of wood 
on the interior of the building, in 
the form of paneling, doors and 
ceilings, provides a warm and 
friendly atmosphere for both 
customers and employees. The 
“new” building exemplifies the 
owner’s pride in its service to the 
community. 


Sculptured Rock is your natural 
choice for a permanent and 
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KeyStone® retaining walls are designed to function 
beautifully for a lifetime, providing long term savings 
compared to timbers which will deteriorate. 


There are no metal members in KeyStone to rust 
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* RETAINING WALL SYSTEMS» 


(800) 782-7708 e P.O. Box 1000 e Butler, WI 53007 * (414) 781-7200 e In Chicago (312) 782-5379 


Project 


Teacher’s Pet Il Toy Shop 


Location 


Shorewood, Wisconsin 


Architect 


Schroeder Piwoni, Inc. 


General Contractor 


Terrence Lehnen 


The program was to transform a 
former church, twice converted to 
other uses, to a suitable retail 
space for educational toys. Con- 
sumers are in two categories. 
Teachers use much of the educa- 
tional material and children buy 
the toys. The shop carries an in- 
ventory of more than 25,000 dif- 
ferent items. 


Architects reopened the nave to its 
original height. Vertical space was 
no help in display of merchandise 
since many customers are less than 
five feet tall, but it gives the store 
a spacious feeling. The manager 
enjoys the overlook offered by an 
office in the former choir loft. 


The product sold suggested the 
playful concept of a toy town 
where aisles are streets lined with 
merchandise and vertical displays 
become buildings and towers. 
Three tall towers define teachers’ 
materials at back of store. 

Primary colors help emphasize 
hands-on activity cubes. A cloud- 
shaped checkerboard floor at the 
entrance holds attention near the 
doll hotel and the welcoming pup- 
pets, animals, and monsters on the 
shelves. A badly used small church 
has been resurrected to again 
become a spirited place. 


Photography: Dan Morgan 
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hank you to the 

Wisc. Soc. of Architects 
for the WSA citation 
for distinguished service 


TM 


BUILT TO IMPOSSIBLY HIGH STANDARDS. OUR OWN. 
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Bausch & Lomb Research and Development Center 


Project 
Location Rochester, New York 
Architect Flad & Associates 


General Contractor 


Raymond LeChase, Inc. 


isch & Lomb located their new 

search addition in the ‘‘front 
yard,” literally, of their existing 
Optics Center in Rochester, New 
York. The addition is a two-story 
100,000 square foot, brick and 
glass curtain wall structure. On 
each floor are five laboratory 
areas with technician spaces im- 
mediately adjacent. Support ser- 
vices are shared with the main 
facility. 


To provide maximum flexibility, 
all lab elements were consistently 
designed to a 10 by 27 foot 
module which allows reconfigura- 
tions within the module to occur 
as needed. Technician spaces are 
based on the same module in wide 
circulation corridors designed to 
promote interaction among 
technicians. 


Courtyards and landscaping 
enhance outside areas. Interior 
space is filled with light from an 
atrium, filtered through glass 
block to interior offices. The new 
meshes with the old by use of 
nearly identical materials, carefully 
proportioned horizontal bands of 
masonry, and by repetition of 
such details as the horizontal 
mullions used on the old building. 


Photography: Joe Paskus 


Exterior windows slope inward to light- 
shelves which bounce natural light inside 
the building. The sloping glass panels pro- 
vide visual interest on exterior by creating 
reflective, constant play of light and 
shadow, 


19 Wisconsin Architect March/April 1991 


Your WISE Choice For 
Business: Plan To Save 


Energy And Money With 
Natural Gas. 


It takes planning to save money on the 
energy costs of new commercial properties. 
Wisconsin Gas has a variety of rebates to 
help you plan savings for new commercial 
and multi-family projects with the WI$E 
Choices For Business rebate program. 


We'll reward you with cash for installing 
high efficient natural gas heating systems, 
water heaters, setback thermostats and food 
service equipment for commercial and multi- 
family projects. We even offer a preventive 
maintenance service contract to help you 
maintain the efficiencies of your new natural 
gas equipment. 


Because we want you to enjoy all the 
benefits of natural gas, we'll be glad to 

provide you with the latest information on 
technologies such as cost-effective copper 
piping systems that are easy-to-install and 
natural gas air conditioning. 


Make the WISE Choice today, call (414) 
291-6985 or your local Wisconsin Gas office 
for more information on WISE rebates. 


Visit us at the Architect Show on May 7, 1991 in the 
Wisconsin Blue Flame Council's Booth! 


WISCONSIN GAS 
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Who Are Those Guys? 


Fifty years ago, in 1941, sixty-two but can you identify the Here are eight names to get you 


architects gathered on the steps of architects? started: Ellis J. Potter (4), Louis 
the Wisconsin State Capitol Siberz (13), Fritz Von Grossman 
building to pose for a photo dur- Dust off your photo albums and (38), Edward J. Law (48), Julius 
ing the 10th Annual Convention yearbooks, because whoever is Sandstedt (51), Paul E. Nystrom 
of the Wisconsin Society of able to identify the greatest (53), Edgar Berners (55), and 
Architects (at that time, the State number of the architects pictured Allen Strang (59). If you can iden- 
Association of Wisconsin Archi- here has a chance to win a tify any others, please send them 
tects). Half a century later, the fabulous prize at the 1991 WSA to Bill Babcock at the WSA of- 
capitol building looks the same, Convention, May 7 & 8, at the fice, 321 S. Hamilton St., 

Olympia Village in Oconomowoc. Madison, WI 53703. 
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À CONSTRUCTION CORP, 


MILWAUKEE - MADISON 


YOUR BUILDING PARTNER 
SINCE 1952 


LAND'S END 
CORPORATE HEADQUARTERS 
DODGEVILLE, Wi 


Martinson Architects, Inc. 


IN MILWAUKEE CALL 
FRED BERSCH 
(414) 358-3505 


IN MADISON CALL 
JERRY HENRICH 
(608) 233-3100 


Call Us 
Before You 
Get Your 
Feet Wet. 


If you've got designs for water, you should know about the services 
of Water Technology, Inc. Our Wisconsin-based firm has designed 
and engineered many of the nation's most successful water projects. 
Whether your plans call for water amusements or institutional pools. 
Municipal leisure or wave pools. Water filtration or ozone technology. 
Call us before you get your feet wet. 


SFA WATER 
Ss eee TECHNOLOGY, INC. 
56249 Designers And Engineers 


PO Box614 Beaver Dam, Wisconsin 53916 Phone: 414-887-7375 Fax:414-885-3371 


FACILITIES PLANNING SPECIALIST 
Univ. of Wisconsin-Milwaukee 
Dept. Planning/Construction 


Duties: Planning activities and Project management for campus of 25,000. Develop Program 
Statements for construction/remodeling of campus facilities. Campus liaison between departments, 
architectural firms and state agencies during design and construction. Reports to Director, interact 
with 4 staff 


Requirements: Registered Professional Architect. Bachelors in Architecture, with four years minimum 
experience or Masters Degree with 2 years experience. Good Communications skills, use of CADD, 
work with diverse groups. Academic Staff salary range $23,996 to $35,994. Starting date June 
1, 1991. Application letter/resume/3 references, deadline April 1, 1991: 


Department of Planning and Construction 
Seach Committee Facilities Planning Specialist 
University of Wisconsin-Milwaukee 
P.O. Box 413 

a Milwaukee, WI 53201 


“UWM is an equal opportunity/affirmative action employer and encourages minori- 
ty, female and handicapped applicants.” 
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Project United Savings & Loan Corporate Headquarters 


Location Sheboygan, Wisconsin 
Architect The Stubenrauch Associates, Inc. 
General Contractor Jim Pankow, Inc. 


Location of the building on a 
highly visible major intersection 
required the facility to project 
each of the four elevations as a 
“front” elevation to the public. 
Two main entrances are provided 
on opposing sides of the building, 
each with parking space. The 
drive-up facility at one end inter- 
feres with no other traffic. Two 
stair towers on opposite corners 
serve as backdrops for holiday 
decorations and the institution’s 
logo. 


The owner’s desire for a solid and 
distinctive financial facility 
prompted the selection of white 
brick as the basic material. A red, 
white, and blue color scheme is 
carried out via red window and 
door frames, blue glass and blue 
metal entrance and drive-up 
canopies. 


f 
| | euen] | 


Three levels are contained within f j 

the masonry bearing walls of the EET ee 
facility. Basement level includes a 

training room and an employee ores me 
lounge with special well windows ree 
and ceiling lighting feature. The 

first floor serves as the customer À 

operations center for daily interac- / 
tions with the public. Corporate 

offices are located on second floor 

for limited access and privacy. 


Photography: Jeff Smies 
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WORKERS’ COMPENSATION INSURANCE 
CAN 
COMPENSATE THE EMPLOYER, TOO! 


DESIGN PROFESSIONALS 
SAFETY ASSOCIATION, INC 


19000 MAC ARTHUR BLVD., STE. 500 714-833-0673 


4 
IRVINE, CA 92715 (90-2881/1222 
1989 i 
q PAY 
il ORDER oF DPSA Policyholders 


$539,021.00 
Five Hundred Thirty Nine Thousand Twenty One and no/ 


a: 
5 PARA 

LN ; 
FOR 1988 Dividend Distribution heh. 


"O08? 22 


Teora e > e e n ~ = e e E 


10 DOLLARS 
OID IF NOT PRESENTED FOR PAYMENT WITHIN 6 MONTHS 


Last year, the WSA Endorsed Group Workers’ Compensaton Plan returned 39.1% of 


premiums to the policyholders in the form of dividends. Over the last seven years, the 
average dividend declared has been 32.0% of premium! 


If your firm is not enrolled in a dividend paying program, then now is the time to contact 


AA&C, the Design Professionals Service Organization. Please call Kelley Cunningham at 
1-800-854-0491 Toll Free. 


[mS Association Administrators & Consultants, Inc. 
x hed 19000 MacArthur Boulevard, Suite 500 
\Y @ 


Irvine, California 92715 


[LANGER | Fett, 


ROOFING & SHEET METAL INC. Made Beautif ul 


with Monarch a 
i 5 vari 

414) 476-5800 on of over 27 ; 

ies fs dá, it's a tough choice. But 


that's the beauty . dt 
it’ ic 
NEW — REROOFING — REPAIR because it’s that cho 


345 S. CURTIS RD., MILWAUKEE, WI 53214 


To 
provides you gant tex- 
BUILT-UP ROOFING select the colors, sizes, À 
ASPHALT finishes that bes 
COAL TAR tures and tinishe 
ELASTOMERIC fit your next projet" 
Visit Our 
MEMBRANE WATERPROOFING Showroom! 
BUILT-UP SYSTEMS 424th St. 
ELASTOMERICS MO eld, wi 53005 


ARCHITECTURAL SHEET METAL or call! 
METAL FLASHINGS aR 


MONARCH 414/781-3110 
MANSARD PANELING 800/843-1550 
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RESORT 
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Project STS Consultants Regional Headquarters 


Location Green Bay, Wisconsin 
Architect Martinson Architects, Inc. 


General Contractor Geo. M. Hougard & Sons 


STS Consultants, Ltd. specializes 
in geotechnical and geoen- 
vironmental engineering. Rapid 
growth required STS to build a 
45,000 square foot regional head- 
quarters in Green Bay’s I-43 In- 
dustrial Park. The one-story steel 
frame building is organized around 
a central hub which includes the 
atrium/library and the secretarial 
and drafting pools. This hub is 
surrounded by a wide perimeter 
corridor which connects the three 
design wings and the materials 
testing laboratory and repair 
garage. 


In each design wing, offices sur- 
round a design area containing 
drafting tables and computers. 
Here, employees can work in- 
dividually or in groups. Formal 
and informal conference areas 
along the perimeter corridor allows 
employees from different wings to 
meet where the departments join. 


To eliminate isolation of lab 
employees and to unify the in- 
dividual lab areas, windows 
separate labs from the corridor. 
From any lab you can see into the 
other labs, and every lab without 
an outside window has a skylight. 


Photography: Steve Seilo 
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FLOOR PLAN 
04.10 
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THE ARCHITECT SERIES 
FROM PELLA. 


The Architect Series™ from Pella is the 
result of literally hundreds of 
hours spent listening to archi- 


tects talk about windows. 


We asked them to unshackle Be Confident Your Walls Are Going Up Plumb and True. 
their imaginations, to forget about what was With Igloo™ stay-in-place concrete forms you needn't 
e = worry. Igloo forms interlock, like giant Lego building blocks, 
currently possi ble in the to form walls that are plumb, straight and level. Adjustable 
: in two inch increments, dimensional errors are easy to 
locate and correct. You can rest easy knowing your foun- 
dation is being built to plan. 

Use Igloo forms above grade as well as below. The high 
density EPS provides a stable substrate for stucco-type 
finishes, or any wall covering. Nearly four inches of insu- 
lation provide a factor close to R-18. 
I I And you can choose the original ten 
What would they like to see? 4 ahs inch form or pour solid concrete walls 

i li, i'd with the new variable width form. 


IGLOD' Concrete Forms (414) 632-6898 


Racine Form Works Inc. P.O. Box 4179 Racine, WI 53404 


world of window design, and 
pretend they lived Ina world 


without restrictions. 


What we heard required us 


to create a whole new techno- 


logy for window design and 


manufacture. Windows have 


never been made quite this way before. PBBS EQUIPMENT CORP. 


A po ee ee ee HEATING AND AIR CONDITIONING 
We believe The Architect RADIO DISPATCHED SERVICE FLEET 
FOR COMMERCIAL AND INDUSTRIAL 


é Series represents the perfect INSTITUTIONS, THROUGHOUT WISCONSIN 
| AND UPPER MICHIGAN 
7 fusion of both aesthetics and COMPLETE BOILER ROOM 


ENGINEERING - PARTS - SERVICE 
= CLEANING - WATERBLASTING 
functionality In an energy OF ALL MAKES OF BOILERS 

a pi NON-DESTRUCTIVE INTERNAL INSPECTIONS 
COMPLETE MOBILE BOILER ROOM RENTALS 


AUTHORIZED 


CLEAVER BROOKS SALES - PARTS - SERVICE 


REPRESENTATIVES FOR 


- AEI TURBULATORS 


conscious world. 
For more information 


about The Architect Series, 


- ASCA STEAM TRAPS - SIGHTGLASSES, UNION 
CHECK VALVES, WAFER CHECK VALVES, 
STRAINERS 

- CAIN FEEDWATER HEATERS 

- CANNON FEEDWATER HEATERS 

- CLEVELAND CONTROLS 


: + PROMINENT FLUID CONTROL SYSTEMS 
commercial representative. 


contact your local Pella 


- ICE-O-MATIC ICE CUBER 
- THERMO-KOOL WALK-IN COOLERS & FREEZERS 


Ve RHALEN AND-CAR 
AUTOMATIC BOILER BLOWDOWN SYSTEMS 


- ELECTRONIC BOILER ROOM MONITORING 


- ENERGY MANAGEMENT SYSTEMS 
- ELECTRONIC SECURITY SYSTEMS 
@ C O M e E R ar - OXYGEN ANALYZERS - FLUE GAS ANALYZERS 
8 I 


ID: To M SERVICE OFFICES 
- MADISON, Wi (608) 249-6604 
A r - STEVENS POINT, WI (715) 344-7310 
Green Bay Madison Milwaukee ar 


- GREEN BAY, WI (414) 494-3875 
1-800-242-1008 1-800-362-6601 1-800-242-6212 - MILWAUKEE, WI (414) 781-9620 
Bob Splittgerber Rick Duchrow Bob Erskine 5401 NORTH PARK DRIVE + BUTLER, Wi 53007 
Jim Hopkins Dennis Kujawa 


Madison, Wisconsin 


Architect 


_ Design Coalition, Inc. 
_ Smith Construction Co. 


General Contractor 


This is the owner’s third 
restaurant from a remodeled gas 
station. The program called for a 
lively, playful atmosphere that 
“recalls the diners of the 1950s as 
seen through the eyes of the 
1990s.” Site is a narrow wedge of 
land near a major park and 
bicycle path. Walkup service was 
essential. Surrounding neighbor- 
hood is in transition between 
residential and commercial uses. 


The solution is a bit of an archi- 
tectural puzzle. New and old col- 
lide, both retaining their identity. 
The white-painted masonry ‘‘old 
gas station’’ seems to cut a gash 
in the taller stainless steel ‘‘new 
diner.” Interior designer, Rachel 
Deprey, ASID, continues the feel- 
ing by mixing vintage details with 
high tech. Wire-caged light fixtures 
recall original garage use. Rest- 
rooms located in the ‘‘old’’ build- 
ing are emphasized by glass block 
with antique steel “Men” and 
“Women” signs. At approximate- 
ly $77 per square foot, this mar- 
ginal building now presents a 
distinctive presence on the street. 
Its popularity, however, is prob- 
ably due as much to the custard as 
to the buildings appearance. 


Photography: Ruth Fankhauser 
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Dee 


Wisconsin Chapter 
Architectural Woodwork Institute 


American Woodwork, Inc., Milwaukee 
Architectural Woodwork, Racine 
Berbaum Hoerz Millwork, Inc., Milwaukee 
C.T. Wood Works, Inc., Milwaukee 

Carley Wood Associates, Madison 
Deleers Millwork, Inc., Green Bay 


Dovetail Woodworking, Waukesha 

F.C. Dadson, Appleton 

Goebel Woodwork, Inc., Port Washington 
T.J. Hale Company, Menomonee Falls 

Lange Bros. Woodwork Co., Milwaukee 

R.J. Lederer Company, Milwaukee 

A.J. Pietsch Company, Milwaukee 

Riebau's Cabinets, Ltd., Germantown 

Glenn Rieder, Inc., Milwaukee 

Tarmanns Commercial Cabinetry, Milwaukee 
Torg Inc., Kenosha 

Van Slett Craftsmen, Butler 

Woodmill Products, Inc., Franklin 

World of Wood, Ltd., Oconomowoc 

August H. Wulf Company, Menomonee Falls 


TEN brick « tile, inc. 


N New 
Retail-Design-Center 
6634 Watts Rd. 
Madison's West Side 


Ceramic Tile Face Brick 
e American Made e Midland 


e Tile & Grouts e Ochs 


hen it comes to architec- 


ture and engineering, you 
have to designit right the 


first time. Klipstein feels the same 


way. We give you an insurance 
program “engineered” to your 
“designs”. Call Paul Berta and Tom 


Dowling today. Wisconsin's ex- 


e Large Inventory e Gleason 
clusive carrier of Design Profes- 


e Midland e Kansas 
e KPT e Glen Gery 


sionals Insurance Company (DPIC) 
Plan. PLAN 


e Huntington Pacific 


Fireplaces 
e Superior Zero Clearance 


KESTEN 


216 N. Midvale Blvd. * Madison, WI 53705 
1-800-279-7181 


West (New Location) East 
Retail Design Center Showroom-yard-warehouse 
6634 Watts Rd. 5402 Lien Rd. 
Madison, WI Madison, WI 

608-274-4155 608-241-3844 
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fter World War |l optimism for the future was atan 
all time high. Americans had dreams of a better 

world by the year 2000, andavisionof... # Déjà 
vu? Haven't we been here before? | recognize that 


establish a context at this Convention that will induce you to par- 
ticipate ina sharing of knowledge, experiences and ideas. To 
support this goal we borrow a 1935 quote from Marjorie Barstow 
Greenbie: #% “Good talk has always flourished in taverns, but 
gs itdies in the hotel de luxe. It 


introduction; spaga 
the opening to “Star Trek: The REM 
Next Generation”? The pream- 
bleto the Constitution? Ah 
yes, last year's WSA Conven- 
tion. Its all coming back tome 
now...avery fine program of 
events; in fact, all-in-all an 
excellent Convention. 3 
Yet, Irecallan incident at the 
Thomas Fisher presentation. 
Some ofthe attendees had the 
effrontery to challenge Fisher, 
to speak out and question his 
editorial positions ... asking 
him to defend himself. Was 
this madness? Surely the 
WSA Convention, perhaps the 
order of the universe itself, 
would decay into complete 
chaos. (Well, it DID snow the 
next day.) 4 Asa profession, 
we survivedthe indiscretion 
atthe Fisher lecture and, as 
professionals, perhaps we 
canbe duly inspired by the 
actions of those freethinkers 
who spoke out. This year's 
Convention Committee was 
so intrigued by that event we 
feltduty-bound to explore the 
possibilities of coercing the 
same kind of interaction 
between speaker and 


OLYMPIA 
0 Cc 


springs up naturally around 
campfires. It results from 
conditions which strip off 
social veneer and bring 
people together on a plane 
of elementary humanity.” 

æ Tothisend, in planning 
your 60th Annual WSA 
Convention, we propose to 
dispense with podiums and 
pretense and invite you to 
converse, to speak out, to... 
DIALOGUE. æ Plannowto 
join our distinguished faculty, 
including Michael Rotondi, 
AIA, Stephen Grabow and 
Dr. Stuart Rose, AIA, and 
exceptional professional 
development seminar leaders 
for some lively discourse on 
architecture and practical 
concepts that will help you 
improve your practice. This 
year's WSA Convention pro- 
gram includes ample doses of 
inspiration, recognition, social 
interaction and education... 
mixed with some mystery, 
intrigue and just plain fun. 

æ% Reserve the dates of 
May 7thand May 8th now 
and sendin your registration 
today. This is one WSA 


Convention-goer witnessed 
lastyear. We agreed to 
design a program that would demand the active participation of 
everyone present. (So, we might spend alittle extra on attack dogs 
for crowd control, itwould be worth it.) 4 Itis our sincere goal to 


Convention you can't afford to 
miss. If you have any ques- 
tions, call the WSA office... (608) 257-8477/1-800-ARCHITECT. 
John G. Horky, AIA, Chairman 

1991 WSA Convention Committee 
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PRE-CONVENTION SPECIAL EVENT 
1991 WSA HONOR AWARDS 
RECEPTION & BANQUET 


a 


© 


Alan Chimacoff, AIA 
$ The Hillier Group 


Monday, May 6 

5:00 - 9:00 p.m. 

It's the night before the opening of the 1991 
WSA Convention, and this special pre- 
Convention event will kick off the DIALOGUE on 
design excellence. The 1991 WSA Honor Awards 
Reception & Banquet will recognize the archi- 
tects, owners and contractors of this year's 
award-winning projects. There is a separate 
registration fee for this special event. 

The celebration of design excellence 
and award-winning Wisconsin architecture 
begins with the WSA Honor Awards Reception 
sponsored and hosted by Klipstein Insurance 
Services, Inc., the insurance professionals 
for architectural and engineering firms and 
Wisconsin's exclusive carrier of Design 
Professionals Insurance Company (DPIC) Plan. 
Immediately following the reception, the WSA 
Honor Awards Banquet will feature the presen- 
tation of Honor Awards and Merit Awards to 
representatives of the winning projects by WSA 
Design Awards Committee Co-Chairs Emma 
Macari, AIA, and Robert Cooper, AIA, and WSA 
President Richard Eschner, AIA. 

Award-winning architect Alan Chimacoff, 
AIA, principal and director of design of The 
Hillier Group in Princeton, New Jersey, will be 
the featured keynoter for the WSA Honor Awards 
Banquet. His talk will include entertaining and 
enlightening observations on design award pro- 
grams and building successful architect-client 
relations as well as unique insights into the 
award-winning work of The Hillier Group 

Alan Chimacoff joined The Hillier Group 
as director of design in 1986. In this capacity, 
he oversees the quality of design for all projects 
and is the project designer for selected works 
He has been instrumental in the numerous 
award-winning projects for which The Hillier 
Group has received national recognition. His work, 
such as the College of Architectural and Environ- 
mental Design at Arizona State University, 
School of Business Administration at Monmouth 
College and the National Headquarters and 


Conference Center of the Howard Hughes 
Medical Institute in Chevy Chase, is known for 
its clarity of purpose, comfort and convenience 
to users, commonsense construction and artistic 
integrity. Before joining The Hillier Group, 
Chimacoff was a principal of his own firm and 
also was a professor and director of graduate 
studies at Princeton University. He has served on 
numerous design juries across the country and 
his work has been published in professional jour- 
nals in the United States and abroad. 


CONVENTION REGISTRATION 
Tuesday, May 7 

9:30 a.m. - 9:30 p.m. 

When you arrive at the Olympia Village for the 
1991 WSA Convention, be sure to check in at 
the WSA Registration Desk at the entrance to 
the Expo Center and pick up your Convention 
program, registration badge and other materials 
This will be your source for information on all 
WSA Convention programs and special events 
We are pleased to acknowledge that again this 
year the WSA Registration Desk is being fur- 
nished by Building Service Inc. of Milwaukee. 


DIALOGUE... 

OSCAR J. BOLDT LECTURE 
Is Beauty in the Eye of the 
Beholder? 


Michael Rotondi, AIA 
Principal, Morphosis 


Stephen Grabow, Ph.D. 


Professor, 
The University 
of Kansas 


Tuesday, May 7 

10:00 — 11:45 a.m. 

The opening general session of the 1991 WSA 
Convention will initiate the ongoing DIALOGUE 
on architecture that represents the corner- 
stone of this year's statewide conference. 
Come prepared to participate in this lively, inter- 
active exchange of ideas and opinions. Sparks 
are bound to fly during this keynote session 
sponsored by the Oscar J. Boldt Construction 
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Company, Wisconsin's largest general construc- 
tion and construction management firm. 

Following the official welcome and open- 
ing remarks by John Horky, AIA, Chairman of the 
1991 WSA Convention Committee, the DIALOGUE 
will commence with our featured keynote speak- 
ers Michael Rotondi, AIA, and Stephen Grabow, 
Ph.D. Plenty of time has been reserved for audi- 
ence participation in a-Q&A session. 

An award-winning and extensively 
published architect, Michael Rotondi is a princi- 
pal of Morphosis, an architectural and design 
firm in Santa Monica with projects throughout 
the country and around the globe, as well as 
director of the Southern California Institute of 
Architecture. The work of Morphosis, such 
as the 6th Street Residence and Cedars-Sinai 
Comprehensive Cancer Center to name just two, 
has received numerous national AIA and PA 
awards. A recent project presently under con- 
struction is the Golf Club in Chiba Prefecture. 
Last May, he was the keynote speaker at the 
national AIA Convention where he addressed the 
theme of pushing the limits of design. Morphosis 
views architecture as a means of communica- 
tion. The question, as posed by Rotondi, is how 
to integrate broader social, cultural and aes- 
thetic issues into an overall understanding of 
architecture 

Professor Stephen Grabow is the former 
director of the architecture program at the 
School of Architecture and Urban Design at The 
University of Kansas and a noted author of 
numerous professional publications on architec- 
ture and city planning. His most recent book is 
the critically acclaimed Christopher Alexander: 
The Search for a New Paradigm in Architecture. 
As Robert Benson commented in Inland 
Architect, Grabow's intellectual biography of 
Alexander's work “builds the strongest case to 
date for the authenticity of architecture as a 
unique disciplinary endeavor which fuses art and 
science in a way truly consistent with the place 
it has always occupied in the history of civiliza- 
tion.” Grabow has received research awards 
from the National Endowment for the 
Humanities, the National Endowment for the 
Arts and The American Institute of Architects, 
and recently was a Fulbright Scholar at the Royal 
Danish Academy of Fine Arts. He currently is 
working on a book, entitled Affinities of Form, 
about architectural principles in art, science 
and philosophy. 


WSA GOLDEN AWARD LUNCHEON 
Humor is No Laughing Matter! 


Ron Dentinger 
Speaker - Comedian 


Tuesday, May 7 
12:00 - 1:15 p.m. 
The WSA Board of Directors, 1991 WSA 
Convention Committee and the Wisconsin 
Concrete Masonry Association cordially invite 
you to the WSA Golden Award Luncheon 

On the agenda will be the presentation 
of the 1991 WSA Golden Award to Leonard H 
Reinke, FAIA, of Oshkosh. The Golden Award 
represents the highest honor the WSA can bestow 
on one of its members. Its purpose is to recog- 
nize an individual architect who has performed 
most distinguished leadership and service to the 
WSA over an extended period of time and has 
advanced the cause of the profession in provid- 
ing an inspiration to his/her fellow practitioners 
Len Reinke joins David E. Lawson, FAIA, Paul H 
Graven, FAIA, Mark A. Pfaller, FAIA, and Wayne 
E. Spangler, FAIA, as the fifth Golden Award 
recipient. Come and join the celebration 

Also on the agenda will be the presen- 
tation of the Wisconsin Concrete Masonry 
Association's “Excellence in Masonry” awards 
for 1991. This program was established by the 
WCMA to recognize and honor three projects 
each year for excellence in concrete masonry 
design. A plaque will be presented to the 
architect of each project 

And that's not all. Thanks to the sup- 
port of the WCMA, we're able to bring you the 
Wisconsin winner of Showtime's “Funniest 
Person in America” contest . . . Ron Dentinger of 
Dodgeville. A former Milwaukee cop and motel 
manager, Ron makes his living these days telling 
jokes. In fact, he has been clocked getting up to 
six laughs per minute. He's entertained explosive 
engineers in Miami, boiler inspectors in 
New Orleans, doctors in Minneapolis, funeral 
directors in Portland, Maine and now . . . archi- 
tects in Wisconsin! Ron claims that humor brings 
about an attitude adjustment that is nothing to 
laugh at. 


DIALOGUE... 

PROFESSIONAL DEVELOPMENT 
SEMINARS 

Tuesday, May 7 

1:30 - 2:45 p.m. 

The DIALOGUE on architecture was started 

in the opening session and everyone had a 
few laughs over lunch . . . now's your chance 
to select from three professional development 
seminars that will help stimulate further 
DIALOGUE in a smaller, informal setting. 


Sa" 6 e Se OS 


More DIALOGUE 

Grabow & Rotondi 

You say you, Stephen Grabow and Michael 
Rotondi just got started in the morning's 
general session on our journey in search of a 
new paradigm in architecture? If you want to 
continue the DIALOGUE with these keynote 
speakers, here's your chance to kick back, 
relax and further explore the basic underpinnings 
of architecture, design and beauty in a 
roundtable discussion with the keynoters 
Grabow and Rotondi 


Is Anybody Listening? 

Tom Carter 

Diane Chamness 

This seminar offers an exciting and unique 
“showroom” presentation on how we communi- 
cate and the tools available to enhance your 
communication effectiveness and help you 
achieve greater results in your interaction with 
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others (e.g. staff, clients, selection committees, 
family, etc.). Seminar presenters Tom Carter and 
Diane Chamness will take you through a visual 
introduction to the types of communication we 
encounter on a daily basis and provide you with 
specitic techniques to enable you to become 
more effective in both your professional and per- 
sonal lives. Topics covered will include: conflict 
management, assertiveness development, active 
listening and non-verbal communication 

Tom Carter currently is an assistant 
professor in the Professional Communications 
Department at Alverno College. He has been 
educating people in effective communications 
for over eight years through professional business 
workshops, university classes and government 
programs. Diane Chamness is the owner of 
Chamness Marketing Network, a Milwaukee 
marketing and business communications firm 
that assists companies in expanding their busi- 
ness through planning, marketing and public 
relations. She also is an accomplished educator, 
having taught courses on small group behavior, 
small business development, presentation effec- 
tiveness and interpersonal communication 


Building a DIALOGUE 
Curt Hastings 
Tom Kraemer 
James M. Rossmeissl 
A successful, award-winning building project 
requires a number of key ingredients. A good, 
resourceful and responsive owner is an impor- 
tant factor. A good architect and a good design 
are vital, of course. A good, experienced contrac- 
tor is another critical component. But, one of the 
most important factors is the relationship between 
the architect and the contractor as the owner's 
ideas are transformed from concept to reality. 
An exceptional panel of construction 
industry leaders has been brought together for 
this informative seminar designed to establish a 
DIALOGUE between architects and contractors. 
Panelists include: Curt Hastings, vice president/ 
estimating with J.H. Findorff & Son, Inc. in 
Madison; Tom Kraemer, president of Kraemer 
Brothers, Inc. in Plain; and Jim Rossmeissl, vice 
president, sales and development, with Oscar J. 
Boldt Construction Company in Appleton. If 
you're interested in discussing ideas for improv- 
ing architect-contractor communications and 
identifying construction phase secrets for suc- 
cessful projects, this seminar has been designed 
for you. 


GRAND OPENING 

1991 WSA BUILDING PRODUCTS 
EXPOSITION 

Olympia Village Expo Center 
Tuesday, May 7 

3:00 — 10:00 p.m. 

Talk about DIALOGUE! Here's your annual 
opportunity to initiate some one-on-one interac- 
tion with representatives of the leading 
manufacturers and suppliers of design and 
construction industry products and services in 
Wisconsin. If you have any questions about any 
product or service, bring them with you to the 
newly remodeled Expo Center at the Olympia 
Village and get a direct answer from one of the 
knowledgeable sales representatives manning 
the over 150 exhibit booths. 

The WSA Convention is truly an educa- 
tional experience. This year’s expanded, one-day 
Building Products Exposition, our largest show 
ever, is sure to be one of the major highlights of 
the 1991 statewide conference 

The price is right, too. There is no regis- 
tration fee to attend the Exposition in the Expo 
Center. If you haven't registered already, be sure 
to stop by the WSA Registration Desk at the 
entrance to the Expo Center to pick up a badge 
and information on other events scheduled in 
and around the exhibit hall. Also, located near 
the Registration Desk will be the Convention 
message center and displays by allied design, 
construction and student organizations. 

Several special educational and enter- 
taining events are scheduled for participants 
during this exhibit period. Come and visit the 
over 150 exhibit booths featuring the latest 
in design and construction industry services, 
products, equipment and furnishings. The WSA 
Exposition offers you a convenient opportunity 
to shop the full gamut of products and services 
necessary for successful building projects. Invite 
your Clients, colleagues, consultants, business 
associates, family and friends! 


Exhibitor Mini-Seminars 

Tuesday, May 7 

3:30 - 7:00 p.m. 

In keeping with the 1991 theme of DIALOGUE, 
Mini-Seminars sponsored by the WSA 
Convention exhibitors will provide a forum 

for the exchange of information on the latest 
research activities and technological break- 
throughs. The Exhibitor Mini-Seminars will 
offer 20-minute presentations on new trends 
in the development of building products, new 
technologies which affect building design and 
the implications of these changes for architects, 
manufacturers and suppliers 


Admission to the Mini-Seminars is free 
for architects and other design professionals 
registering for the WSA Exposition. The Mini- 
Seminars will be held adjacent to the exhibit 
hall, so participants will find it easy to divide 
their time between visiting exhibit booths and 
attending the presentations. All registrants will 
be provided with a schedule containing the topic 
and time of each Mini-Seminar. This is a new 
WSA Convention program . . . one you'll want to 
take advantage of! 


WSA Construction Industry 
Reception 
Tuesday, May 7 
7:00 - 10:00 p.m. 
The WSA cordially invites everyone allied with 
Wisconsin's design and construction industry to 
its 1991 Construction Industry Reception in the 
newly remodeled Expo Center at the Olympia 
Village. Come and enjoy a giant “hospitality 
suite” right on the exhibit floor 

Cash bars, free beer, hors d'oeuvres, door 
prizes, exhibit awards and displays of award- 
winning architecture are just a sampling of the 
special events planned to add some fun and 
excitement to the 1991 WSA Construction 
Industry Reception. By visiting exhibit booths, 
you also will be able to help solve a mystery 
specially produced by Mysteries Made to Order 
of Oshkosh for the WSA Convention . . . and 
have a chance to win a fabulous door prize. 
More information on the “mystery” will be avail- 
able at the door. Bring your spouse, invite your 
co-workers, consultants, industry friends and 
clients, if for nothing else, just for the fun of it 
all. This is an excellent opportunity to update 
your ties with fellow architects and allied profes- 
sionals and keep abreast of new technology, 
services and products 


The Great Debate 

Tuesday, May 7 

9:30 p.m. 

The 1991 WSA Convention Committee is 
pleased to announce that Igor Voostenmooster, 
noted eastern bloc architect and critic, will be on 
hand at the WSA Construction Industry 
Reception to discuss his work in progress, 

The Midwest - America's Great Architectural 
Wasteland. This visit marks Voostenmooster's 
first return to the United States since 1946 
when he published his landmark book, Rejoice 
Comrades — Milwaukee is Architectural Failure. 
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Voostenmooster is the Commissar of the 
Academy of Architectural Innovation located in 
Stopengrab, the Province of Bool, Schnoorvenia 
Voostenmooster has long been praised for his 
bold architectural vision. Nikita Khrushchev 
called Voostenmooster “the boy genius, who's 
bright light will fill USSR sky.” As Andrei 
Gromyko noted, “Voostenmooster's style is rivet- 
ting. his writing is reaching at its best.” 

An excerpt from the introduction to 
Voostenmooster's new work reveals his impres- 
sions of the Midwest 

“Milwaukee represents the worse night- 
mare of unimaginative sameness that is the ruin 
of any true artist. The bland design concepts so 
evident during my first visit in such structures as 
City Hall, the Pabst Theater, Cudahy Towers and 
the Milwaukee Public Library have continued 
unabated to produce such horrific edifices as 
MECCA, the New Federal Building and the 
Performing Arts Center. The only apparent spark 
of imagination in this insignificant city revolves 
around the creation of ice fishing shacks for 
which the designers seem most well prepared.” 

Squaring off against Voostenmooster 
will be Milwaukee's own Washington Clements 
Booth, architect and author of Our Stuff is Good 
Too. Booth will discuss the significant impact 
of Midwestern architecture in creating the great 
American vision of design. In describing his 
book, Booth said, “Being in the middle has 
placed us at the leading edge.” 

The Great Debate is scheduled to begin 
at 9:30 p.m. on the stage in the Expo Center 
at the Olympia Village. The WSA Convention 
Committee has gone to great lengths to arrange 
this face-off between these distinguished archi- 
tectural critics. You cannot afford to miss this 
debate and participate in the DIALOGUE that 
very well may determine the future of Wisconsin 
and architecture as we know it 


Dining, Dancing & 

Hospitality Suites 

Tuesday, May 7 

?:?? p.m. = ?:?? am. 

If Wisconsin's architectural profession survives 
The Great Debate reasonably intact, there are 
many other temptations available at the Olympia 
Village and in the Oconomowoc area. At the 
Olympia, there will be hospitality suites hosted 
by Convention exhibitors, dining in the Terrace 
Restaurant and casual conversation in the Polo 
Lounge. Information on other restaurants and 
entertainment in the Oconomowoc area will be 
available at the WSA Registration Desk. Plan 
now to rendezvous with friends and colleagues 
from around Wisconsin 


CONVENTION REGISTRATION 
Wednesday, May 8 

8:30 a.m. - 4:00 p.m. 

If you haven't done so already, stop at the WSA 
Registration Desk to pick up your badge and 
other Convention materials. On Wednesday, the 
WSA Registration Desk will be located in the 
Olympia Village lobby 


WSA & WAF ANNUAL MEETINGS 
Wednesday, May 8 
9:00 — 10:15 a.m. 


Plan on joining WSA President Richard W. Eschner, 


AIA, and WAF President Gary V. Zimmerman, 
AIA, as they conduct the annual business 
meetings of the Wisconsin Society of Architects 
and the Wisconsin Architects Foundation. A 
breakfast buffet also is included in the price 

of admission 

As part of the WAF Annual Meeting, 
Gary Zimmerman will provide a status report on 
WAF scholarships, public outreach programs 
and current fund-raising efforts. Three members 
also will stand for election to the nine-member 
WAF Board of Directors. In addition, the WAF 
will have the privilege of formally accepting 
significant contributions from the Milwaukee 
Chapter CSI and Best Block Company. 

WSA President Dick Eschner will present 
his report on the state of the WSA. In addition, 
WSA Committee Chairmen, AIA North Central 
Regional Director Robert Mutchler, AIA, and 
WSA Executive Director Bill Babcock will com- 
ment on issues being tackled by the WSA and 
the Institute on behalf of the profession. The 
agenda also will include an update on the 
AIA Consent Decree with the U.S. Justice 
Department. 

What has the WSA done for you lately? 
This is your chance to discuss the many impor- 
tant issues facing the profession and to hear 
brief reports on how the WSA, WAF and the 
Institute are addressing them. You are encour- 
aged to participate and share your comments, 
suggestions and observations on WSA programs 
and services. 


DIALOGUE 

PROFESSIONAL DEVELOPMENT 
SEMINARS 

Wednesday, May 8 

10:30 - 11:45 a.m. 

The DIALOGUE on architecture will continue 
with concurrent professional development 
seminars designed to provide you with practical 
information and tools that you can put to use in 


everyday practice. The format is informal and 
designed to encourage your active participation 
Select one of the following seminars 


DIALOGUE on Marketing 

Dr. Stuart W. Rose, AIA (Moderator) 
Diane Chamness 

James M. Rossmeissl 

Helena Van Winkle 

The focus of Wednesday's Convention program 
is on marketing your architectural services. As a 
warm-up to his keynote luncheon address, mar- 
keting guru Dr. Stuart Rose, AIA, will moderate 
a panel discussion sponsored by the Wisconsin 
Chapter of The Society for Marketing Professional 
Services (SMPS) 


This seminar will address specific mar- 
keting questions you deal with every single day 
in your practice, whether you are a small or large 
firm. How can you get the “inside track” on a 
particular project prior to the interview? How can 
you best qualify leads? Is it better to specialize 
or remain a generalist? What can a small firm 
do to be effective in marketing with limited 
resources and time? What are the components 
of a good “cold call"? How can you make your 
marketing plan a working tool and not just 
another part of your bookshelf? What makes 
an effective presentation? 

This is just a sampling of the questions 
to be tackled by our featured panelists . . . bring 
your own. The panel of SMPS Wisconsin Chapter 
members includes: Diane Chamness, owner of 
Chamness Marketing Network in Milwaukee; 
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James Rossmeissl, vice president of sales and 
corporate development with Oscar J. Boldt 
Construction Co. in Appleton; and Helena Van 
Winkle, marketing manager with Graef, Anhalt, 
Schloemer & Associates, Inc. in Milwaukee. The 
panelists will share their experiences in develop- 
ing and executing marketing programs for archi- 
tects, engineers and contractors 


Is Anybody Listening? 


Tom Carter 
How can you win clients or be an effective man- 
ager if no one is listening? All our progress can 
be measured, in part, on how well we communi- 
cate . . . to our staff, project team, a selection 
committee or prospective client. This professional 
development seminar will help you learn how we 
communicate, assist you in understanding your 
own strengths and weaknesses as a communica- 
tor and provide tools that will enhance your com- 
munication effectiveness 

Seminar leader Tom Carter, a communi- 
cations consultant and a professor at Alverno 
College, will share specific techniques that will 
enable you to communicate more effectively 
in both your professional and personal lives 
Conflict management, assertiveness develop- 
ment, active listening, non-verbal communication 
and effective presentations are same of the top- 
ics that will be covered as part of this seminar 


How to Win & Keep Clients 

James T. Plowman 

Kenneth E. Domurath 

Jim Whiteside 

What are facilities managers looking for in 

their architects? This seminar will initiate a 
DIALOGUE with leaders of the Milwaukee and 
Madison Chapters of the International Facilities 
Management Association (IFMA). This panel of 
Wisconsin's foremost facilities managers will 
share their experiences in selecting and working 
with architects . . . and reveal key strategies for 
getting facilities managers on your team and 
keeping them there! Seminar moderator Patricia 
G. Keating, president of the Milwaukee business 
development consulting firm KeatingLowell, will 
lead a panel discussion featuring: James T 
Plowman, director of corporate facilities for 

S.C. Johnson Wax in Racine; Kenneth E. Domurath, 
PE, district manager-real estate and planning for 
Wisconsin Bell; and Jim Whiteside, PE, director 
of facilities and equipment services for American 
Family Insurance in Madison. If you want to gain 
insight in to developing stronger architect-client 
relations, this seminar is the one for you 


DIALOGUE 

MARKETING ARCHITECTURAL 
SERVICES LUNCHEON 

How to Win New Clients 

in a Slowing Economy 


Dr. Stuart W. Rose, AIA 
Professional Development 
Resources, Inc. 
Wednesday, May 8 
12:00 - 2:30 p.m. 
The 1991 WSA Convention Committee invites 
you to participate in Wednesday's luncheon pro- 
gram featuring marketing guru Dr. Stuart Rose, 
AIA, a nationally known consultant to A/E firms 
Whether you are responsible for marketing, over- 
seeing marketing activities or just want a better 
understanding of your firm's marketing methods, 
you owe it to yourself, and your firm, to attend 
this special WSA Convention presentation 

With previous experience as an architect 
in private practice, a university professor and 
director of the AIA's continuing education 
programs, for the past 15 years Dr. Rose has 
been the executive director of Professional 
Development Resources Inc. in Washington, D.C 
He is well known for his training programs on 
marketing and management conducted through- 
out the country for a host of professional soci- 
eties. An author of numerous books and articles 
on marketing professional services, Dr. Rose also 
regularly conducts professional development 
programs for client architecture, consulting engi- 
neering, landscape architecture, interior design 
and contracting/construction management firms 

Marketing know-how is crucial to your 
business . . . whether you are looking to expand 
or just to maintain your current level of projects 
Plan to participate in this featured Convention 
program and learn what you can do to ensure 
your firm's success in a shifting and tightening 


economy. Learn how to attract new business 
and help ensure that your existing clients come 
to you first with new jobs. As part of his presen- 
tation, Dr. Rose will show you how to strategi- 
cally position your firm, where to find new 
clients and markets, how to write proposals that 
get your firm hired, and reveal the ten key fac- 
tors that ensure a winning presentation. You 
really can't afford to miss this WSA Convention 
program 

The 1991 WSA Convention officially 
concludes with Wednesday's luncheon and 
keynote presentation by Stuart Rose. However, 
the 1991 WSA Convention Committee hopes 
that the DIALOGUE on architecture initiated by 
this year's statewide conference will continue as 
you return to your office and participate in other 
WSA and Chapter programs and activities 


POST-CONVENTION MARKETING 
CONSULTATIONS 
Dr. Stuart W. Rose, AIA 
Professional Development 
Resources Inc. 
Wednesday, May 8 
3:00 - 5:00 p.m. 
As a special post-Convention program, Stuart 
Rose will lead two 50-minute small group, 
roundtable consultations on marketing architec- 
tural services. Each consultation is limited to 
12 participants. These consultations offer an 
ideal format for discussing marketing questions 
and getting advice on handling specific issues 
associated with your finn's marketing plan 

Due to the expected demand for these 
consultations, the 24 available slots will be filled 
on a first-come, first-served basis using the date 
that paid registrations are received at the WSA 
office, with participation limited to one WSA 
member per firm. There is a separate registra- 
tion fee for these consultations . . . please see 
WSA Convention registration form for details 
Signing up for a marketing consultation with 
Stuart Rose just might be one of your most prof- 
itable investments of the year, but it's important 
that you register as quickly as possible because 
space is limited 
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DIALOGUE ... 
1991 WSA CONVENTION 
SCHEDULE AT A GLANCE 


Monday, May 6 

5:00 - 9:00 p.m. 

WSA Honor Awards Banquet 
Speaker: Alan Chimacoff, AIA 


Tuesday, May 7 
10:00 — 11:45 a.m. 


Opening General Session 
Speakers: Michael Rotondi, AIA & 
Stephen Grabow, Ph.D 


12:00 - 1:15 p.m. 
WSA Golden Award Luncheon 
Speaker: Ron Dentinger 


1:30 - 2:45 p.m. 
Professional Development Seminars 


3:00 — 10:00 p.m. 
WSA Building Products Exposition 


3:30 - 7:00 p.m. 
Exhibitor Mini-Seminars 


7:00 — 10:00 p.m. 
WSA Construction Industry Reception 


9:30 p.m. 
The Great Debate 


Wednesday, May 8 
9:00 - 10:15 a.m. 


WSA & WAF Annual Meetings 


10:30 - 11:45 a.m. 
Professional Development Seminars 


12:00 - 2:30 p.m. 
Marketing Luncheon 
Speaker: Dr. Stuart W. Rose, AIA 


3:00 - 5:00 p.m. 
Marketing Consultations: Rose 


CONVENTION PARTICULARS 


Lodging 

A block of rooms has been reserved at the 
Olympia Village in Oconomowoc, Wisconsin 
Registrants participating in the 1991 WSA 
Convention will be able to obtain rooms (single 
or double occupancy) for $62 per night. These 
rooms normally rent for $95 per night 
Reservations should be made directly with the 
Olympia Village by returning the reservation 
envelope or calling: 1-800-558-9573 or 
(414) 567-0311. Tell them you are with the 
Wisconsin Society of Architects Convention 


How to Get There 

Getting to the Olympia Village is half the fun 
Conveniently located, it is an easy drive from 
Milwaukee, Madison, Green Bay and most other 
areas in Wisconsin. From Milwaukee or Madison 
travel on Interstate 94 to Exit 282. Continue 
north 1.5 miles on Wisconsin Rte. 67. The 
entrance to the Olympia Village is on the left 


MINNEAPOLIS 
ST. PAUL 


APPLETON MANITOWOC 


T 
OSHKOSH 


FOND DU LAC 


MILWAUKEE 


1:90 


DUBUQUE ROCKFORD 


CHICAGO 


Message Center 

There will be a Message Center located at the 
WSA Registration Desk near the entrance to the 
Expo Center at the Olympia Village. Calls should 
be placed to the Wisconsin Society of Architects 
Convention at (414) 567-0311, and callers should 
ask for the WSA Message Center 


Door Prizes 

Door prizes will be awarded during the exhibit 
period in the Expo Center on May 7th. You must 
be present to win. Due to security reasons, we are 
not allowed to divulge what the door prizes will 
be at this time. Schedule your time to be present 
in the Expo Center . . . you could be a winner! 


Convention Sponsors 

The 1991 WSA Convention is being brought to 
you with the help of the following sponsors 
Their generous support has enabled the WSA 
Convention Committee to feature exceptional 
keynote speakers and offer truly outstanding 
special programs and events that otherwise 
would not have been possible 


BOLDT 
BUIEDS 


Oscar J. Boldt Construction Company 
DIALOGUE: Michael Rotondi & 
Stephen Grabow 

Oscar J. Boldt Construction Company is 
Wisconsin's largest general construction and 
construction management firm. With Wisconsin 
offices in Appleton, Milwaukee and Wausau, 
Boldt serves a broad variety of clients. The com 
pany's construction management and general 
construction services include construction of 
award-winning commercial office buildings, 
machinery installations and rebuilds, heavy 
rigging, steel erection, optical alignment, instru- 
mentation, value engineering, conceptual 
estimating, piping and electrical, maintenance, 
consulting and planning 


Klipstein Insurance Services, Inc. 
WSA Honor Awards Reception 
Klipstein Insurance Services, Inc., of Madison 
has been helping architectural and engineering 
firms for years with their specialized profes- 
sional insurance and risk management needs 
In addition to being Wisconsin's exclusive car- 
rier of Design Professionals Insurance Company 
(DPIC) Plan, the professionals at Klipstein also 
identify risk exposure — both insured and unin- 
sured — for the specialized design and con- 
struction industry 


ra CT pe a ee 


Wisconsin Concrete Masonry 
Association 

Awards Luncheon: Ron Dentinger 
The Wisconsin Concrete Masonry Association is 
a trade organization composed of manufacturers 
and dealers of concrete masonry in Wisconsin 
The goals of the WCMA are to promote use of 
concrete masonry; to encourage uniform stan- 
dards for manufacture and sale of concrete 
masonry; and to facilitate the acquisition and 
dissemination of scientific and practical knowl- 
edge of the concrete masonry industry among 
its members 


Building Service Inc. 

WSA Registration Desk 

Building Service Inc. in Milwaukee is recognized 
as the problem solvers for the total interior envi- 
ronment. For the past three years, BSI has provided 
the Registration Desk for the WSA Convention 


37 Wisconsin Architect March/April 1991 


1991 EXHIBITORS nterpane Coatings, Inc 


The 1991 WSA Convention will include the JWC Building Specialties Inc 

biggest and best exposition of design and con- foe eee Int 

struction industry products and services ever LaForce Hardware & Manufacturing Co 
with more than 150 exhibit booths featuring the Lee Tate Sales, Inc 

latest in new technology and materials and MDC Wallcoverings 

staffed by knowledgeable service and product arvin Windows 


aster Blue Print Inc 
ilwaukee Telephone Company/Cellular One 


representations 


The 1991 WSA Building Products Modulex Inc 
Exposition in the newly remodeled and reno- Parkwood Chicago, Inc 
vated Expo Center at the Olympia Village will be J.W. Peters & Sons, Inc 
open from 3:60 p.m. to 10:00 p.m. on Tuesday Pros ain a 
May 7th. Special events scheduled for this o Mala te “w 
expanded, one-day exhibit period include Real Brick Products, Inc 
Exhibitor Mini-Seminars on new research and Res-Com Window Solutions 


technology, the annual WSA Convention Industry Reprographic Technologies 
Reception and “The Great Debate” featuring a M Contract Wallcovering 


mystery produced especially for the WSA oh 3 aalas 0p Ltd 


Convention Schlage Lock Co 
Spancrete Industries, Inc. AVaukesha Block 
Find the answers to all your questionson Stickler & Assoc., Inc 


new products and services from the following alg eked ei Inc 


companies that have already signed up for Trenwyth Industries, Inc 


exhibit space. Their strong support makes the Twin City Testing Corp WSA CONVENTION INFORMATION 
1991 WSA Convention possible United Brick & Tile, Inc Baradditionaliinformationion 


Vande Hey-Raleigh Architectural Roof Tile pint pa 
A/E Graphics, Inc Ver Halen, Inc DIALOGUE, please call or write 
Acoustical Floors of Wisconsin, Inc Vistawall Architectural Products e x s ' 
Pete Alexander Company, Inc Weather-Tek Building Products, Inc Wisconsin Society of Architects 
American Olean Weyerhaeuser Architectural Doors 321 South Hamilton Street 
Andersen Windows, Inc Wilsonart Madison, WI 53703 
Fred G. Anderson, Inc Windows, Inc. (DeSCo) (608) 257-8477/1-800-ARCHITECT 
Architectural Sales Corp Wisconsin Bell, Inc 
Arcways, Inc Wisconsin Blue Flame Council/Wisconsin 
Baraboo Tent & Awning Natural Gas Co 
Bend Industries, Inc Wisconsin Concrete Masonry Association 
Best Block Company 
Block Iron & Supply Co 1991 WSA CONVENTION 
Brick Distributors of Wisconsin COMMITTEE 
John Buhler Co., Inc./A.R. Nelson Co 
CMI-Cronstroms, Inc The planning, coordination and production of the 
Century Fence Co 991 WSA Convention is made possible because 
Cer ainTeed Corp of the efforts, dedication and energy of the follow 
Champion Companies of Wisconsin ing people 
shildcrest Distributing gpe 
Co-Ex Corporation John Horky, AIA, Chairman 


Cold Spring Granite Company Javid Ewanowski, AIA 

J.F. Cook Co., Inc J.T. Heater, AIA 

Cornell Corporation ancy Hubbard 

Cornell Iron Works, Inc isa Kennedy, AIA 

D.L. Couch Contract Wallcovering, Inc Javid Petrulis 7 
Edwards Sales Co Jim Sullivan 

Fabcon, Inc Allen Washatko, AIA 

Florstar Sales Inc chuck Western 

GAF Building Materials Corp 

G.M B Engineering Equipment Graphic Design 

Gagnon Clay Products Co hiel Visual Design, Milwaukee 
Georgia-Pacific Corp aea °C 
he H Window Company Norene Thiel 

Hardwood Resource Co./Chicago Floor Works Jim Pitroski 


Inc 

Halquist Stone Company 

Hurd Millwork Co 

nternational Conference of Building Officials 
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Arcways. Creators of superbly crafted custom circular 
staircases, rail and balcony treatments for 
commercial and residential applications. Specialists in 
Retrofit and Renovation. 


Call today for free estimate. 
Arcways. America's Mastercraftsmen. 


Distributed by authorized dealers through 
The Radford Company 
Oshkosh » La Crosse «Madison «Duluth 


Let us know 4-6 weeks in advance so that you 
won't miss a single issue of Wisconsin Architect. 
Please include a copy of the old label. 


New Address: 


Name 


Address 


City, State, Zip 
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WISCONSIN ARCHITECT 
321 S. Hamilton St. 
Madison, WI 53703 


Mail To: 


WOOD I BEAM" JOISTS AND HEADERS 
SAVE TIME, LABOR AND MATERIAL. 


Look at the advantages of the Wood I Beam from 
Georgia-Pacific over solid sawn lumber. 


mw LIGHTWEIGHT. Much less than 2x10's or 2x12's, they 
go into place quickly and easily to save you time and labor. 


m GREATER LOAD BEARING. You can span longer dis- 
tances and use fewer joists with the Wood I Beam. This 
means you save on labor and material costs. 


m WORKABLE. No special tools are needed. The 

Wood I Beam can be ordered cut-to-size or cut to length 
on site. The plywood web can be drilled to accommodate 
ductwork, electrical or plumbing requirements. And 
Wood I Beams can be insulated. 

FOR MORE INFORMATION 

P.O. Box 536 


Wausau, WI 54401 
1-800-926-9543 


P.O. Box 7098 
Madison, WI 53707 
1-800-333-8243 


P.O. Box 25376 
Milwaukee, WI 53225 
1-800-759-7917 


A WISCONSIN TRADITION OF 
QUALITY FOR OVER 80 YEARS 


Brick 
Block 
Pavers 
Tile 
Stone 


W R. MEADOWS: 
Seatlicut 


FHORO 
SYSTEM 
PRODUCTS. INC 
American 
Sonneborn Tm  / 
ile 


building products 
EWISCONSIN 
PAM BRICK & BLOCK 
CORPORATION 


6399 NESBITT RD MADISON, WI 53719 


(608) 845-8636 © (800) 362-6633 
FAX: (608) 845-8630 
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m STRAIGHT AND STIFF. The Wood I Beam is made of 
dry materials so it resists twisting, splitting, warping and shrink- 
ing. This means you get strong roofs and headers, stiff, 
squeak-resistant floors, fewer problems and more profit. 


m WIDER FLANGE. Gives you more nailing and gluing 
surface, greater spanning and more rigidity than sawn 
lumber. This also reduces the cost of cross-bracing. 


Wood I Beams are made in depths that match dimen- 
sional lumber from 91/4” to 24” for roof and floor joists and 
special sizes for window, door and garage door headers. 


And start building homes that are stronger and more 
problem-free with the Wood I Beam from Georgia-Pacific. 


Wood I Beam is listed with B.0.C.A T me! 
a Woon] BEAM 


Wood I Beam is a trademark of Georgia-Pacific Corporation 
©1989 Georgia-Pacific Corporation. All rights reserved 


Georgia-Pacific 


HERE IN ITS SIMPLEST FORM 
IS A MARVIN WINDOWS CATALOG. 


heating and cooling costs are 
significantly reduced. What's more. 
Marvin windows are carefully 
weatherstripped to eliminate drafts and 
further reduce energy loss. 

And you don't have to wait a long time 
to have your windows made to order 
Delivery is usually within three weeks 
from the time they receive the order 

Call or stop in 
today for complete 
details on Marvin 
Windows 


Most window manufacturers make just a 
few standard shapes and sizes. Marvin 
offers you thousands to choose from 
With everything from authentic divided 
lites to Round Tops 

All Marvin windows are constructed of 
fine-grained Ponderosa pine. This wood 
was chosen for its excellent insulating 
properties and the way it accepts a stain- 
and-varnish or paint finish 

A variety of glazing options are 
available, including insulating glass and 
special energy-saving Low E glass. So 


builders world, inc. 
po. box 881 + waukesha, wisconsin 53187 e (414) 542-8883 


Project State Bank of Lodi 
Location Lodi, Wisconsin 
Architect 


K. Brink & Associates 


General Contractor 


Padley McGann Construction Inc. 


A building to accommodate the 
needs of this bank for the next 30 
years was the priority requirement. 
The design provides space for five 
future offices. A basement was 
out of the question: soil borings 
revealed about 12 feet of fill 
materials and peat, unsuitable for 
supporting a building. The water 
table was five feet below grade. 
The unsuitable soil materials were 
removed and replaced with com- 
pacted fill. 


Limited size of the site required all 
floor levels with the angled corner 
entrance oriented to activity of the 
business district to the southwest. 
Limited parking space is relieved 
by an employee parking area 
across the street. In addition to 
normal bank program re- 
quirements, a meeting room for 
community use as well as bank 
functions was provided. It is han- 
dicapped accessible via elevator. A 
24-hour drive-up teller machine 
was included. 


Most windows were located on 
south and west sides of building. 
Open area on second floor makes 
ita part of first floor and is 
flooded with natural glare-free 
light by way of a large translucent 
skylight above. 


Photography: Steve Sylvester 


FIRST FLOOR PLAN g 


"STATE BANK OF LODI] 
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by Clinton S. Gallagher 


Luckily for us, we have the pro- 
gressive folks who work within the 
Wisconsin Department of Public 
Instruction. Through the Division 
for Library Services Reference and 
Loan Library, we all have access 
to a microcomputer software col- 
lection from which full-operative 
programs or software demonstra- 
tions may be loaned for up to 
four weeks. 


A significantly greater number of 
software programs are now 
available for adult and profes- 
sional perusal. The collections in- 
clude titles for the IBM and Apple 
II line of computers. Although 
hardware and memory require- 
ments will vary, one can be 
assured that most well-designed 
applications and demonstrations 
will operate using the least com- 
mon denominator configuration. 
Take note 1-2-3 and III+ type 
software providers. 


Library applications software pro- 
grams and demonstration disks 
dominate the interlibrary loan col- 
lection. In due time, other types 
of software should become 
available. On the bright side, I can 
think of a half-dozen ways that 
library specific applications could 
be adapted for use in a typical 
organization. 


Try-Before-You-Buy Software 


Only occasionally are end users 
encouraged to copy and distribute 
demonstration software. Thus, 
unless otherwise indicated, all 
interlibrary loan software is pro- 
tected by copyright and/or license 
agreements. Programs and accom- 
panying materials may not be 
copied nor altered in any way. 
However, this is a rare and 
welcome try-before-you-buy 
method to determine the func- 
tionality and usefullness of a 
particular type of software 
application. 


There’s a lot of slide and product 
catalog collections, for example. 
This type of software generally 
requires the user to adopt 
AACR2, Dewey, or Library of 
Congress standards. Some, 
however, provide an option to 
design your own special call 
number system. 


The demonstration disks you will 
be receiving are typically semi- 
operative copies of the actual pro- 
gram. For example, one method 
the authors utilize allows you to 
use a fully operational version of 
the software, yet saving a file may 
be restricted or severely limited. 
All fully operative and most 
demonstration software will come 
with full documentation. 


Wisconsin libraries and their 
patrons may borrow these 
materials at no charge from the 
Reference and Loan Library 
through established interlibrary 
loan channels. This means you'll 
have to make an appearance at 
any participating library to submit 
your loan request if you are inter- 
ested in utilizing this resource. 
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If available, items are sent im- 
mediately and your requests for 
reservations will be honored. 
Separate requests for each title are 
required, and the borrower is 
responsible for loss or damage as 
is normal for any loaned item. Of 
course, the Reference and Loan 
Library is not liable if the use of 
these materials cause a beep to 
emit from your system that startles 
your car - which jumps onto your 
keyboard - and causes it to paw a 
function key that just yesterday 
you programmed to issue the for- 
mat c: command. 


Lately, I’ve been wonder how I 
was going to index and catalog my 
own collection of periodicals, files, 
catalogs and reference books re- 
quired for my consulting activities. 
Because of the demonstration soft- 
ware available from the library, I 
think I’ve found an additional 
resource to augment the usual pro- 
cess of seeking personal recom- 
mendations or reading magazine 
reviews. 


For additional information, con- 
tact: Wisconsin Department of 
Public Instruction, Division for 
Library Services, Bureau for Inter- 
library Loan and Resource 
Sharing, 2109 S. Stoughton Road, 
Madison, WI 53716, (608) 
221-6171. 


EDITOR: The author is an 
Associate member and information 
technology consultant specializing 
in architectural/engineering/con- 
struction technology. 


Jim Pankow Inc. 


General Contractor 


Commercial ¢ Industrial e Institutional 
1431 Bruhy Road, Plymouth, Wisconsin 


Quality AND Affordability 
Plymouth Ph. #893-0596 Sheboygan Ph. #458-3870 Fond du Lac Ph. #922-0895 


PRESERVATION...PLAN ON IT 


Planning on restoring a house, saving a landmark, reviving Write: 
your neighborhood? 
Gain a wealth of experience and help preserve our historic National Trust 
and architectural heritage. Join the National Trust for Historic for Historic Preservation 
Preservation and support preservation efforts in your Department PA 
community. 1785 Massachusetts Ave., N.W. 
Make preservation a blueprint for the future. Washington, D.C. 20036 
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COMMUNITY RECREATION & SPORTS PRODUCTS 
NORTHCENTRAL, INC. 


e PARK & PLAYGROUND EQUIPMENT 


e ATHLETIC FIELD LIGHTING 

e BLEACHERS 

e PARK SHELTERS & BUILDINGS 
e PEDESTRIAN BRIDGES 


e MALL & PARK AMENITIES 


1-800-456-8187 


P.O. Box 1186 
Minneapolis, MN. 55458-1186 
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An artistic 
expression of 
our expertise — 
to fashion 
metal & glass 
to perfection 


Yankee Hill Apartments, Milwaukee, WI 
Architect; Kahler, Slater, Torphy 


We see the future 
from the ground up. 


Hunzinger Construction Company 21100 Enterprise Avenue, Brookfield, WI 53005 


Architectural Windows 
Window Replacement 


Translucent Panels 


FREE CAD Call 


MAN & MACHINE - OUR SITE OR YOURS 


Arwin 


8 Hours Free CAD Services An Builders’ Specialties, Inc. 
e Unequalled CAD Drafting Capabilities 2145 South 162nd Street 
e CAD System Leasing / Sales Berli WI 53151 
e Experienced CAD Operators Adver- New Berlin, 
e Our Site or Yours 

D AC Suite 550, 20900 Swenson Dr. ° 

Waukesha, WI 53186 tiser (414) 782-1090 
- Offices In - 
Milwaukee, WI * Appleton, Wi eae IL + Grand Rapids, MI e 1-800-876-1090 
(414) 796-1060 first | 
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by Thomas Kubala, AIA 


Recent “leading edge’’ writings on 
architecture by theorists and arch- 
itects alike seem to share an unset- 
tling, unspoken message...‘*We 
may be leading, but we do not 
know where we are going. We 
cannot tell you if what we are 
proposing will actually improve 
our civilization and we really don’t 
care. We abstractly reflect the 
deep ugliness around us and are 
therefore being as honest as we 
can be.” 


“Logic deals with abstrac- 
tions, and, from its nature, is 
soon lost in the maze of 
Jutilities toward which it 
flies.” Louis Sullivan 


Rather than spend the time to 
mount a well justified attack on 
the likes of Deconstructivism et al, 
we wish to call for an architecture 
that, in its essential structure, does 
not rely upon abstract manipula- 
tions to generate its geometry. 
This alternate line of thinking 
holds, at its core, the understand- 
ing that the complexity and 
simplicity of the natural world is 
due to a number of fundamental 
underlying principles. Implicit in 
this statement is the idea that the 
impulse generating the world’s 
operating principles originates out- 
side of man’s purview. This 
notion, which is central to our 
thesis, is consistent with recent 
scientific explorations into chaos 
phenomena. It is also curious to 
note that this same central idea 
formed the core for the writing 
and architectural practice of Louis 
Sullivan. 


“The intellectual trend of the 
hour is toward simplification. 
The full powers of the modern 
scientific mind are now dir- 
ected, with a common con- 
sent, toward searching out the 
few and simple principles that 


Forum 


Finding Sullivan’s Thread 


are believed to underlie the 
complexity of Nature, and 
such investigation is steadily 
revealing a unitary impulse 
underlying all men and all 
things.” Louis Sullivan 


The ‘‘unitary impulse” concept 
has been with us for ages and can 
best be recognized architecturally 
through the buildings produced 
under the influence of the mystic 
branches of the world’s major 
religions, be they Sufi, Shaker or 
Shinto. This approach to making 
architecture (or any artifact) has 
always been characterized by direct 
processes that clearly answer the 
questions present in the context, 
has required the architect/builder 
to be undistracted by selfish con- 
cerns and has held, as a primary 
goal, the creation of completeness 
and life in a building. This ap- 
proach views the creation/ 
maintenance process of the natural 
world as a model for a building/ 
place-making process that pro- 
mises to enhance the health and 
progress of mankind rather than 
stimulate its suicidal tendencies. 


There is no doubt that Sullivan 
was calling upon the architectural 
community to seriously consider 
utilizing the thinking methods of 
science for the purpose of creating 
a truly honest American architec- 
ture. He correctly determined that 
architectural design, proceeding in 
the mists of tradition and words, 
was veiled from the very forces it 
was being called upon to resolve. 
He strongly urged that architects 
open their eyes to the actual infor- 
mation before them, to trust their 
natural ability to ‘‘read’’ the 
world scientifically without the ap- 
proving nod of tradition. 
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“Then will our minds have 
escaped slavery to WORDS 
and be at liberty, in the open 
air of reality, freely and fully 
to deal with THINGS....in 
time your mind will clarify 
and strengthen, and you will 
have moved into that domain 
of intellectual power wherein 
throught discriminates, with 
Justice and clarity, between 
those things which make for 
the health, and those which 
make for the illness of a peo- 
ple.” Louis Sullivan 


Just as scientists (sharing a com- 
mon purpose and language) pursue 
the underlying principle(s) and 
Structure of the universe, Sullivan 
is telling us that we, as architects, 
have the same responsibility to un- 
cover similar (if not the same) 
truths regarding the nature of ar- 
chitecture. This approach suggests 
that a communal sharing of 
knowledge and insight is required 
in order that great strides be made 
towards the goal of a healthy, 
man-made environment. How 
strange this viewpoint must appear 
to us now, steeped as we are in 
the tradition that beauty is in the 
eye of the beholder and therefore 
subjective, entangled as we are in 
a cult of estrangement and 
devoted to the idea that the value 
of art can only be measured 
relative to the artist’s self pro- 
nounced rules. 


Sullivan’s call for an organically 
inspired architecture fell squarely 
on deaf ears. No American 
schools of architecture, as far as I 
know, seriously considered 
Sullivan’s educational program as 
elaborated in his many talks and 
articles, primarily in Kindergarten 
Chats. Few, if any, architects 
picked up the torch of beauty, 
social relevance and scientific 
rigour that Sullivan had so 


carefully lit and tended through 
his lifetime, at great cost to his 
physical and emotional well being. 


It would be interesting to pursue 
the reasons for the general reluc- 
tance of architects to further 
develop Sullivan’s ideas. Both his 
and Wright’s work seemed to have 
been sidestepped by American 
architects’ affair with European 
Modernism. However, our point 
here is to call attention to the con- 
cept of a unitary impulse theory 
of architecture, sometimes referred 
to as ‘‘unity of space,” a line of 
thinking clearly distinct from the 
one currently being touted in arch- 
itectural journals. We feel it is 
necessary, at this time in architec- 
tural history when esoterica reigns 
supreme, that Sullivan’s heart- 
touching thought thread be un- 
covered, expanded and expounded. 


Where is this thread to be found 
among today’s architectural practi- 
tioners? No need to look in the 
abstract world of the university; 
Sullivan’s philosphy (or ‘‘reason 
for living” to quote his own 
definition) can only manifest itself 
in the work and thought of those 
who are striving to produce real 
places. Criteria are needed to 
determine if a candidate architect 
is a thread bearer or not. The 
following questions are offered as 
an asistance in the search. 


1. Is the architect’s personal think- 
ing and frame of mind a com- 
pletely interwoven aspect of 
his/her philosophy? 


“and may it not be said 
that he who would cause a 
beautiful architecture to grow 
in the garden of this world, 
must himself possess a nature 
in which are always growing 


beautiful impulses and a 
beautiful love of his art?’’ 
Louis Sullivan 


2. Does the architect’s philosophy 
provide a fully integrated role for 
the emotions in the design 
process? 


“It has, alas, for centuries 
been taught that the intellect 
and the emotions were two 
separate and antagonistic 
things. This teaching has been 
firmly believed, cruelly lived 
up to.” Louis Sullivan 


3. Is the architect dedicated to a 
rigorous scientific questioning, to 
clearing the mind of assumptions 
and pressure from peers and 
family? 


“The only safe method is to 
take nothing for granted, but 
to analyze, test and examine 
all things, for yourself, and 
determine their true values; to 
sift the wheat from the chaff, 
and to reduce all thoughts, all 
activities, to the simple test of 
honesty.” Louis Sullivan 


4. Does the architect propose an 
architectural education based on a 
practiced observation of the 
natural world? 


“They shall teach that, while 
man once invented a process 
called composition, Nature has 
forever brought forth organ- 
isms... That true art, springing 
fresh from Nature, must have 
in it, to live, much of the 
glance of an eye, much of the 
sound of a voice, much of the 
life of a life.” Louis Sullivan 


5. Does the architect attempt to 
clearly explain the difference bet- 
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ween a healthy and sick built- 
environment? 


“in time your mind will 
clarify and strengthen, and 
you will have moved into that 
domain of intellectual power 
wherein thought discriminates, 
with justice and clarity, bet- 
ween those things which make 
for the health, and those 
which make for the illness of 
a people.” Louis Sullivan 


6. Is the architect’s express pur- 
pose to create an architecture that 
approaches the life enhancing 
quality of Nature? 


“that an afternoon in the 
country, an hour by the sea, a 
full open view of one single 
day, through dawn, high 
noon, and twilight, will sug- 
gest to us so much that is 
rhythmical, deep, and eternal 
in the vast art of architecture, 
something so deep, so true, 
that all the narrow formalities, 
hard-and-fast rules, and 
strangling bonds of the 
schools cannot stifle it in 
us—then it may be proclaimed 
that we are on a highroad to a 
natural and satisfying art, an 
architecture that will soon 
become a fine art in the true, 
the best sense of the word, an 
art that will live because it will 
be of the people, for the 
people, and by the people.” 
Louis Sullivan 


Whether one uses a process of 
elimination or attempts to pluck 
familiar names out of the air, it 
becomes clear that those stellar 
architects, about whom we con- 
tinually read in both the profes- 
sional and popular media, do not 
respond well to the above ques- 


tions. Why are there so few arch- 
itects able or willing to further ex- 
plain the idea of a ‘‘unitary im- 
pulse” theory? It is very possible 
that the reason for our reluctance 
to embrace Sullivan’s vision lies 
not in our own stupidity or 
“decadence,” as Louis was so 
often apt to preach, but in 
Sullivan’s final inability to be 
systematic and precise in decribing 
the consequences of his theories. 
One can follow Sullivan’s poetic 
imagery and be swept along in the 
grandeur and dignity of his elo- 
quent arguments for beauty and 
naturalness, but when it comes 
down to making a possibly ego- 
endangering, status-shattering deci- 
sion to commit to the idea of a 
“unitary impulse,’’ one needs firm 
and justifiable ‘‘proofs’’ or 
evidences. Currently accepted 
theory(s) of architecture must also 
be clearly shown to lack the ability 
to answer our contemporary 
social, intellectual and techno- 
logical questions. 


“But in the case of modern 
architecture, most of what 
passes for theory is really just 
a manipulation of design con- 
cepts and ideas already derived 
from the experience of 
building. In other words, it 
exists in a peculiar relation to 
the final product. Such theory 
does not help create designs; it 
only explains them.” Stephen 
Grabow 


We think it is time for the arch- 
itectural community to wake from 
its Classicist/Modernist slumber 
and look seriously at finding a 
new architectural paradigm, a 
paradigm that parallels the revolu- 
tionary work of scientists and 
mathematicians. Thomas Kuhn, in 
his 1970 paper, The Structure of 


Scientific Revolutions, clearly 
describes the history of thought 
evolution in the world of the 
scientist. As one reads this paper, 
it becomes very clear that the 
world of the architect is undergo- 
ing a historically recognizable 
phase of evolution, one in which 
various “schools of thought” are 
competing for recognition as the 
new paradigm, while the profes- 
sion languishes in a period of pro- 
nounced insecurity. And, accor- 
dingly, the school that gains ac- 
ceptance by the architectural com- 
munity is the one that can most 
concisely describe its intent and 
structure in a language that can be 
understood and internalized by 
thinking people world-wide. 


After our own careful review of 
the competing strands of architec- 
tural thought, Sullivan’s thread 
emerges most profoundly in the 
work of Christopher Alexander. 
Not only has Alexander unknow- 
ingly restated Sullivan’s central 
thesis of a naturally inspired arch- 
itectural design process, but has 
developed, to a very high degree, 
a systematically precise description 
of the unity of space—the ‘‘idea 
of a centrally ordered conception 
of indeterminate space embracing 
aesthetic, functional, and technical 
elements’’—as described by 
Grabow. 


“The congruence between 
beauty, truth, and goodness is 
of course an ancient idea: and 
just as Copernicus was not the 
first to suggest the earth’s mo- 
tion, neither is Alexander the 
first to suggest this remarkable 
idea. But he has arrived at it 
by way of an unprecedented 
linguistic and even mathemati- 
cal system which distinguishes 
him from his predecesors. And 
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this, as Kuhn observes, is the 
crucial ingredient in paradigm 
shift—the ability to be precise 
about the consequences of a 
reality only believed to be ex- 
isting independently of our 
knowing about it.’’ Stephen 
Grabow 


Space does not permit a proper 
elucidation of Alexander’s 
remarkable architectural labors 
over the past 30 years. It is essen- 
tial, we feel, to stress the import- 
ance of his discoveries to fellow 
practioners of the architectural art. 
In a time so fraught with ra- 
tionalization, verbal convolution 
and after-the-fact architectural 
“‘theories,’’ it is refreshing to find 
that a personally treasured thread 
of thought has not only been 
found and picked up, but has 

been expertly woven into a fabric 
of beauty, strength and wearability. 


“The one thing I want to 
make quite clear is that the 
central issue of all art, even as 
it is understood by today’s 
artists in their struggling, is to 
make things which has this 
luminous spirituality in them 
and which actually take your 
breath away and lead you into 
these very, very deep realms. 
And when you honestly pursue 
that, and learn how to do it, 
with full seriousness, it leads 
you into matters that are com- 
pletely discussable and 
straightforward and where 
both artistic and scientific pro- 
blems merge....’’ Christopher 
Alexander 


EDITOR: The author is a prin- 
cipal of Kubala Washatko Arch- 
itects in Cedarburg, Wisconsin. 
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Society News 


New Copyright Law 

As the clock ticked off the final 
days of the 101st Congress, 
copyright legislation protecting 
architectural works won approval 
by both the Senate and the House. 
Letters of support from AIA 
Legislative Minutemen poured into 
Senate Judiciary Committee 
members’ offices (including 
Senator Herbert Kohl’s), giving 
the final all-important push to 
ensure passage of the bill before 
Congress adjourned. The President 
signed the bill on December 1. 


The new law includes protection 
against ““copycat buildings” and 
the unauthorized construction of 
buildings from copyrighted draw- 
ings and plans. The protection, 
which extends to a building as a 
whole, not to its individual 
elements, puts architectural works 
on a par with other intellectual 
property now protected by U.S. 
copyright law. It does not restrict 
the building owner’s ability to 
modify his/her building without 
authorization of the copyright 
owner. The new law also allows 
architects to seek a court injunc- 
tion against an infringing build- 
ing—an important AIA goal. 


“There were countless bills left 
unattended to in the final days of 
Congress,” Al Eisenberg, AIA’s 
senior lobbyist commented. ‘‘I can 
honestly say that the hundreds of 
letters sent by Minutemen were in- 
strumental in getting the copyright 
bill through before adjournment.’’ 
For additional information, con- 
tact Eisenberg at (202) 626-7384. 
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Clip & Save 

Every once in awhile everybody 
makes a mistake. The WSA 
Membership Directory published 
in the January/February issue in- 
advertantly omitted the WSA’s 62 
Emeritus members. We’d like to 
blame our computer, but the darn 
thing only does what we tell it to 
do. With our sincerest apologies, 
you'll find a roster of WSA 
Emeritus members enclosed with 
this issue of the magazine. Please 
pull it out and place it with your 
1991 WSA Construction Industry 
Handbook for future reference. 


Associates Network 

Associate member Kent Calloway, 
Madison, has been reappointed for 
his second tour of duty as the 
Associate Representative on the 
WSA Board of Directors. In this 
capacity, Kent is the spokesman 
for fellow Associate members on 
issues coming before the WSA 
Board. If you have a question or 
suggestion, you can write him c/o 
Strang Inc., 6411 Mineral Point 
Road, Madison, WI 53705; or call 
him at home in the evenings at 
(608) 831-3752. 


WSA members active in coor- 
dinating Chapter programs and 
activities, such as the ARE Prep- 
Sessions, and gathering informa- 
tion on IDP and other licensing 
issues have organized into a so- 
called Associates Network to en- 
courage the sharing of ideas and 
information. The Associates Net- 
work presently is attempting to 
identify Associate members in each 
of the four WSA Chapters inter- 
ested in developing and coordin- 
ating Associate-related programs. 


Calloway points out that the ARE 
Prep-Sessions being held this 
spring in both the Southeast and 


Southwest Chapters are valuable 
educational opportunities for 
Associate members. In the 
Southeast Chapter, Jeri 
McClenaghan-Ihde, AIA, and 
Russ LaFrombois, AIA, are work- 
ing with UWM SARUP to offer 
weekly ARE Prep-Sessions cover- 
ing all eight sections of the 
registration exam. These Prep- 
Sessions begin March 25, 1991 and 
conclude with a Mock Design 
Exam on June 1, 1991. There is a 
fee for these Prep-Sessions and the 
Mock Exam at SARUP, but WSA 
Associate members are eligible for 
discounts. For more information 
on the Southeast Chapter’s pro- 
gram, contact Jeri, (414) 
332-6909, or Russ, (414) 

332-3057, after 6:00 p.m. 
weekdays. For more information 
on Southwest Chapter sessions, 
contact Kent Calloway. 


Also part of the Associates Net- 
work are Wisconsin’s State IDP 
Co-Coordinators Arlan Kay, AIA, 
and Rich Wandschneider, AIA. 
An IDP record or an equivalent 
record of experience will be re- 
quired to become licensed as an 
architect in Wisconsin as of 
January 1, 1993. For more infor- 
mation on IDP or to volunteer to 
be a Chapter IDP Coordinator, 
you can contact Arlan at (608) 
251-7515 or Rich at (608) 
238-0211. 


The WSA office in Madison also 
has a small library with a good 
selection of books, tapes and 
videos on ARE-related topics. 
Associate members can contact the 
WSA office at (608) 257-8477 or 


toll-free at 1-800-ARCHITECT for 
information on reference 
materials. 


Associate members participation in 
all WSA activities is encouraged, 
according to Calloway...including 
the 1991 WSA Convention in 
Oconomowoc on May 7th and 
8th. “It's an invaluable source of 
information and an excellent op- 
portunity to meet new people and 
learn how to become a part of the 
WSA programs that are shaping 
the future of architecture,” 
Calloway commented. 


Practice Network 

As Richard Hobbs, FAIA, an- 
nounced at the WSA Fall 
Workshop, the Institute has 
established the “AIA Practice In- 
formation Network” to help 
members exchange expertise and 
information. Top professionals 
who are members of AIA commit- 
tees will be available to share their 
expert knowledge in a variety of 
crucial areas: expanded services, 
current market trends, new 
markets, professional develop- 
ment, accessibility legislation 
(ADA), specific building types, 
client relations, liability insurance, 
alternative career paths, and 
building performance and 
regulations. 


When members call the network, 
they will be referred to colleagues 
who have first-hand experience in 
specific areas of practice . . . or 
they will be directed to other in- 
formation resources to meet their 
needs. You can call the AIA Prac- 
tice Information Network at (202) 
626-7364. 
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Copyright 

The WSA office frequently 
receives calls about copyright 
issues. The following copyright 
questions and answers are excerpts 
from an article by Dale Ellickson, 
AIA, who heads up the Institute’s 
documents program. For copyright 
applications and information, the 
U.S. Copyright hotline is 
202-287-9100. 


Q: Suppose I’m the second 
architect on a project — the first 
one has done the schematic design 
drawings and copyrighted them 
and I’ve been brought in to take it 
from there. Does this mean that I 
or the client must go to the first 
architect and get a license or 
otherwise get permission to use his 
or her drawings? 


A. This is correct, especially if the 
client and the first architect have 
signed an AIA owner-architect 
agreement form, which creates a 
contractual right of the architect 
to the drawings even if that 
architect does not choose to pro- 
tect them through copyright. 
Therefore, it is important that you 
get a license or a complete transfer 
of copyright from the first 
architect. 


Q: What kind of liability do I 
face if I don’t do this? 


A. You may be accused of in- 
fringing on the first architect’s 
copyright or interfering with his or 
her contractual rights. You may 
also risk losing your license under 
certain states’ registration laws if 
you seal another’s work that was 
not produced under your direct 


supervision and control. This sort 
of liability is in addition to the ex- 
posure you may have under the 
Copyright Act. Statutory damages 
under the act can run as high as 
$50,000. 


Q: Suppose I am the first ar- 
chitect. I sell my drawings, or 
license the use of them to another 
architect who completes the pro- 
Ject, and the building collapses. 
Do I have any liability exposure? 


A: You may. You created the in- 
itial work, and you may be held 
liable for any latent or patent er- 
rors in that work even though you 
might have discovered them if you 
had been retained through the 
course of the construction, It is 
possible to obtain certain contrac- 
tual limitation of liability, such as 
hold-harmless clauses or indem- 
nification clauses, from the owner, 
but this must be done before you 
transfer the right to the use of the 
drawings. 


Q: What about the second ar- 
chitect? Does he or she have any 
potential exposure to liability? 


A: Yes. The second architect has 
incorporated the first architect’s 
work into his or her own work 
and has the same responsibility for 
it as would have been the case had 
it been produced in his or her own 
office . . . The AIA documents 
provide the primary protection for 
architectural works as they con- 
cern the architect and the owner. 
Secondary protection for drawings 


against misuse or abuse by others 
is available through copyright 
registration. The prudent practi- 
tioner will use both methods. 


Today, if an architect wishes to 
sell the ownership of the physical 
drawings, that may be done 
without also transferring the 
copyright. For many reasons, the 
copyright almost always should be 
retained, especially so that the ar- 
chitect may derive new ideas from 
a previous project without having 
to reinvent a new way to express 
those ideas. 


People & Places 

Charles Quagliana, AIA, Madison, 
chairman of the WSA Historic 
Resources Committee, reports that 
citizens of Wisconsin will join 
thousands of individuals around 
the country in the celebration of 
National Historic Preservation 
Week, May 12-18, 1991. The 19th 
annual celebration, with the theme 
of ‘‘Celebrate Your Heritage,” is 
sponsored by the National Trust 
for Historic Preservation. It will 
commemorate the 25th anniversary 
of the National Historic Preserva- 
tion Act of 1966 creating the 
National Register of Historic 
Places. In Wisconsin, we will be 
celebrating the first anniversary of 
our own Wisconsin Register of 
Historic Places. Charlie also 
reports that the WSA Historic 
Resources Committee held a plan- 
ning and organizational meeting in 
February at the Stoner House and 
members are planning to gather on 
May 7, 1991 at the WSA Conven- 
tion in Oconomowoc. For infor- 


51 Wisconsin Architect March/April 1991 


mation on historic preservation 
activities, call Charlie at (608) 
266-1458. 


It’s a pleasure to announce that 
the following WSA members have 
been approved for Emeritus 
membership in the AIA: Roger E. 
Young, AIA, Janesville; James A. 
Jensen, AIA, Appleton; and 
Thomas G. Meuer, AIA, 
Brookfield. Congratulations! 


WSA Associate member Tyrone P. 
Dumas, Milwaukee, has joined the 
city of Milwaukee’s bureau of 
bridges and public buildings as 
assistant superintendent. Tyrone 
formerly was a facilities project 
engineer with Snap-On Tools 
Corp., Kenosha. 


David Uihlein, AIA, Milwaukee, 
has been named to the Board of 
Trustees of The Taliesin Preven- 
tion Commission, Inc. The goal of 
the Commission, established in 
1990, is to preserve and converve 
the Wisconsin Taliesin properties 
for future generations. Paul W. 
Wagner, AIA, and Charles Mon- 
tooth, AIA, of Taliesin Associated 
Architects briefed the WSA Board 
of Directors at its February 
meeting on the restoration and 
stabilization efforts underway at 
Taliesin in Spring Green. 


David E. Lawson, FAIA, 
Madison, chaired the AIA’s 1990 
Design/Build Task Force. The 
Task Force developed a recom- 
mended public policy statement on 
“Design/Build Project Delivery in 
the Public Sector.” The AIA 
Board of Directors will be con- 
sidering the position statement at 
its March meeting. 


David Torphy, AIA, has opened 
his new office at 2025 North Sum- 
mit Avenue, Milwaukee, WI 
53202. The firm offers architec- 
tural, interior design and other 
services for private, institutional 
and public agencies. You can 
reach David by phone at (414) 
272-1198 or by fax at (414) 
765-0220. 


Architecture Network, Inc. an- 
nounces the association of a third 
architectural firm, Graven & 
Associates, with its office at 110 
King Street, Madison. ANI was 
formed two years ago by Arlan 
Kay AIA, of Arlan Kay & Asso- 
ciates, and Noble Rose, AIA, of 
Rose Associates/Architects. Paul 
Graven, FAIA, is the principal of 
Graven & Associates. 


WSA Associate member Michael 
D. Healy, Brookfield, has begun a 
new company called As Built 
Survey, Unlimited. The company 
offers measured ‘‘as built’? draw- 
ings, photographic surveys and 
construction progress documen- 
ting. Its address is 3350 Burlawn 
Pkwy., Brookfield, WI 53005; 
(414) 781-4449. 


Architects from across the country 
gathered in Washington, DC, in 
February to participate in the 
AIA’s Government Affairs Day. 
The delegation from Wisconsin 
met with Senator Kohl and 


Senator Kasten. WSA members 
who participated in the meetings 
included: Keven J. Connolly, ATA, 
Richard Eschner, AIA, Erik 
Hansen, AIA, Lisa Kennedy, AIA, 
Tim Larson, AIA, Horst Lobe, 
AIA, Stan Ramaker, AIA, Roger 
Roslansky, AIA, Bob Shipley, 
AIA, Mitchell Spencer, AIA, and 
Walter Wilson, AIA. 


The ‘‘Gallery of School Architec- 
ture”” at the 1991 Wisconsin 
Association of School Boards 
Convention at the MECCA 
featured an impressive display of 
recent school projects by seventeen 
WSA-member owned architectural 
firms. The popular display on the 
exhibit floor was sponsored by the 
WASB and WSA. 


Membership Action 
Please welcome the following 
new WSA Members: 


AIA 

Jeri McClenaghan-Ihde, Southeast 
(Advancing) 

Charles R. Opferman, Southeast 

Larry J. Bednarski, Northeast 

Scott Halweg, Northwest 

David W. Kussart, Northeast 

Barbara L. Miller, Southwest 

Stephen B. Ruzicki, Southeast 

Leo A. Wilson, Southeast 

Michael O. Gilbertson, Southwest 

Lee James St. Aubin, Northeast 
(Advancing) 

Alan Bornmueller, Southeast 

Michael Garber, Southeast 

James J. Mladucky, Southeast 

James P. Read, Southeast 

Cynthia N. Welman, Southeast 

Paul W. Hemauer, Northeast 
(Advancing) 

Richard L. Schroeder, Northeast 
(Advancing) 

Ursula Twombly, Southeast 

Jeff D. Eckstein, Southeast 

F. Keith Hall, Southeast 
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Frank Lloyd Wright’s Hillside 
Home School near Spring Green 
will offer daily tours from April 
19 - October 27. The cost is $6 for 
adults. Starting June 10, a walking 
tour of the Taliesin property also 
will be offered for $15 at 10:30 
a.m. daily, Monday through 
Saturday. For information, call 
(608) 588-2511. 

The 1991 AIA National Conven- 
tion and Design Exposition will be 
held in Washington, D.C. on May 
17-20 at the Washington Conven- 
tion Center. The theme is “1991 
Issues.” If you are planning to 
attend and would like to be an 
“official”” Wisconsin delegate, 
contact the WSA office. 


James J. McFadden, Southwest 
Carmen R. Behm, Northeast 
(Advancing) 


Associate 

Steven R. Seer, Southeast 

Keith M. Reich, Southeast 
Harry G. Haynes, Southwest 
David L. Jaeckels, Jr., Southeast 


Professional Affiliate 
James M. Wozniak, Southeast 


Student Affiliate 

Theresa Abel, Northeast 
Debra Bonnin, Northeast 
Roderick Brown, Northeast 
Daryl Carter, Northeast 
Randall Corsten, Northeast 
John Deprey, Northeast 
Daniel Doperalski, Northeast 
Paul Kolarik, Northeast 
Dean Kroll, Northeast 
John Linzmeier, Northeast 
Brenda Meyer, Northeast 
Bridget Miller, Northeast 
James Mueller, Northeast 
Luanne Patrick, Northeast 
Scott M. Matula, Southeast 


Were warm, quiet, and 
on the level. 


Commercial Infloor’ radiant heat provides comfort Acousti-Mat ” increases sound control 50% over Dura-Cap “ or Level-Right™ can level to a 
and affordability wood frame and 100% in concrete construction. * smooth, hard (up to 4650 psi) underlayment 


Milwaukee: 
Accoustical Floors of Wisconsin, Inc 


(414) 367-3306 
($ Í ($ Madison: Green Bay 
= D & M Construction Superior Gypsum Floors 


(608) 222-3306 (414) 336-7225 


New or existing buildings benefit sound infiltration by installing soil Xa ad: a A in 

from the full range of Gyp-Crete between subfloor and tile, wood VAT PROBLEMS? 
products. Infloor is a dust-free, or any floor covering. Level- Gyp-Crete underlayment systems 
economical heating alternative Right and Dura-Cap are our encapsulate old vinyl asbestos tile 
that’s energy efficient too. flowable underlayments that cheaper, faster, and safer than 
Acousti-Mat controls impact and cure to a smooth, hard surface removal 


*Ask for sound test data 


Enhance with Tile From 
pol 


While IAC ceramic tile is priced comparably to most higher 
grades of vinyl, carpet and wood, it's far more durable, and a 
lot less trouble, There's no stripping, waxing, sealing, or buffing 
— ever. And because it's made by IAC, it resists stains, acids 


i and other corrosive substances. In fact, IAC has more than 


LAUFEN) three times the abrasion resistance of current industry stan- 
dards — as well as nearly twice the breaking strength and almost five 
times the bonding strength of standard tile. 

Tile of Distinction Ceramic Tile Showroom 
* Serving Wisconsin builders, architects, and interior designers for 35 
years * Hundreds of samples on display * Experienced design con- 
sultants available to assist you * Fast delivery of hundreds of different 
tiles from our warehouse 


746 N. 109th St., Milwaukee, WI 53226 e 414-476-0970 
toll free 1-800-242-0847 


808 Merchandise Mart 
Chicago, IL 60654 
312/644-0510 


Artemide 


53 Wisconsin Architect March/April 1991 


BDeEsSv EG 
ENCENTIVES 


a financing, funding and rebate program to encourage 
energy-efficient commercial & industrial facilities design. 


Financing at prime rate to implement the most energy-efficient 
options during construction. 


Funding for 50% (up to $2,500) of engineering costs for the study 
Ee of alternate, more energy-efficient options. 


Rebates (maximum $75,000) for the implementation of the most 
o energy-efficient options. 


PLUS the long term savings accrued due to lower energy costs 
y <= generated by state-of-the-art technologies. 


Eligibility...All existing retail gas or electric commercial and 

LY industrial customers of WPS and new commercial and industrial 
customers who are planning or are involved in new construction or 
upgrading of facilities may qualify for the program. 


For a full explanation of the DESIGN INCENTIVES program, call 
(414) 433-1719 and ask for DESIGN INCENTIVES. Or, write Wisconsin 
Public Service Corporation, DESIGN INCENTIVES-MARKETING, 
Dept. 60N, PO. Box 19001, Green Bay, WI 54307-9001. 


Limitless 
design directions. 


From one 
core concept. 


With Spancrete, you can cast your thoughts in any design direction you choose. 
„ Stretch, shape and mold Spancrete into 
arches, cantilevers, angles, openings and other architectural forms. 
Carry the weight of manufacturing, warehousing 
or storage with minimum floor depths and subfloor support. 
And span broad, open spaces freely without load-bearing beams, columns or walls. 
Precast, prestressed Spancrete panels and planks 
open up endless design and construction possibilities. With rapid, all-weather 
erection, Low-maintenance durability. Attractive surface treatments. Efficient 
energy conservation. Built-in fire resistance. Convenient, “just-in-time” 
delivery. Minimum sound transmission. And the controlled 
quality of a plant-produced material. 


Spancrete. The core of design diversity. 
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Spancrete Industries, Inc. 
10919 West Bluemound Road 
Milwaukee, Wisconsin 53226 
414-258-4110 
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Best Block Company recently announced 
the availability of a revolutionary new 
masonry product called Silo-Mix. The new 
Silo-Mix system is a convenient, accurate 
and economical method of mixing mortar 
on the construction site. The dry blended 
mortar is premixed to the architect or 
engineer’s exact specifications at the batch- 
ing plant. It is then loaded into a selected 
silo with a capacity of either 14 cubic yards 
or 2-2 cubic yards. Silo-Mix is delivered to 
the jobsite where it is connected to a 220 
volt single phase power supply and a 30 psi 
water supply. Once set up, the system pro- 
vides mortar within minutes. Silo-Mix is 
replenished as needed by a bulk tanker 
using a pneumatic pump or the silo is 
simply replaced, depending upon each job- 
site’s requirements. 


For more information on Silo-Mix, contact 
Kerry VonDross, Sales Manager at (800) 
782-7708 or (414) 781-7200 or write, Best 
Block Company, P. O. Box 915, Butler, 
WI 53007. 


Marketplace 


Marvin Windows’ new Sliding French Door 
combines classic French beauty with ex- 
clusive, totally-state-of-the art features and 
a new definition of quality in sliding patio 
doors. The new door features a triple-point 
locking sytem, top-hung screen system, 
dual durometer weatherstripping and a new 
composite sill that allows the door to meet 
or exceed the highest specifications for 
water and air infiltration and structural 
stability. Solid brass hardware adds a 
graceful, distinctive touch. The Sliding 
French Door can be ordered in an im- 
pressive four-wide configuration up to six- 
teen feet wide and with durable exterior 
Flexacron coating in four standard or fifty 
standard optional colors for design flex- 
ibility. For more information, please con- 
tact S&S Sales at P.O. Box 25266, 
Milwaukee, WI 53225, or call (414) 
462-8550. 


The Sitecraft Rochelle Bench is ideal for 
both exterior and interior application. It is 
made of clear, all heart California redwood 
and is available in a selection of other 
woods. Members are 2 x 3 inches and 
secured with tamper resistant fasteners. The 
Rochelle Bench is available in 60, 72, 84 
and 96 inch lengths in both single and 
double face. The pedestals are 2 x 4 inch 
steel tubes with surface, subslab or 
embedded baseplate in bronze-tone enamel 
finish. 


To get all the details on the Sitecraft 
Rochelle Bench and the complete line of 


other Sitecraft benches, planters, planter 
benches and site accents, call or write: 
Sitecraft, 40-25 Crescent Street, Long 
Island City, NY 11101. Call toll free 
800-221-1448. 


SouthWood Corporation announces the 
availability of a new brochure on signs and 
signage systems. Oriented primarily towards 
architects, designers and specifiers, this 
brochure depicts the custom signs, mostly 
fabricated from redwood, for which 
SouthWood is known. 


Now in its 21st year, SouthWood 
specializes in the planning, design and 
manufacture of signage for the housing and 
lodging industry. The company’s thousands 
of completed projects are located 
throughout the U.S. and Caribbean, and 
include many 4-Star and 5-Star resort com- 
munities, as well as apartments, residential 
neighborhoods and various recrea- 
tional/vacation facilities. 


For additional information, contact Mr. 
Ernest Dwight, President, SouthWood Cor- 
poration, at (800) 727-6884 or (704) 
588-5000. Fax number is (704) 588-5017. 
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Acoustical Floors of WI, Inc. 
Architectural Woodwork Institute 
Arnold & O’Sheridan, Inc. 
Artemide, Inc. 

Arwin Builders Specialties, Inc. 
Association Administrators & Consultants 
Best Block 

Builders World 

Butler Tile Sales 

F.J.A. Christiansen Roofing Co. 
Community Recreation & Sports Products 
Dolan & Dustin 

Elemente Design Elements 

2 Fabcon, Inc. 

Bert Fredericksen, Inc. 

Georgia Pacific 

Gorski & Associates 

Hunzinger Construction 

IDAC, Inc. 

Klipstein Insurance Service 

La Force Hardware & Manufacuturing Co. 
Landforms, Inc. 

Lang Associates, Inc. 

Lange Bros. Woodwork Co., Inc. 
Langer Roofing & Sheet Metal, Inc. 
LFI-Landscape Forms, Inc. 

Master Blue Print 

6 Mautz Paint 

Midwest Visual Equipment Co. 
Milwaukee Blueprint Service 
Monarch Tile Mfg. Co. 

Jim Pankow, Inc. 

PBBS Equipment Corp. 

J.W, Peters & Sons, Inc. 
Photocopy, Inc. 

Racine Form Works 

The Radford Co. 

Rolscreen Company 

S & S Sales 

Spancrete Industries 

Stevens Construction 

Strass-Maguire & Associates, Inc. 

J. Turner & Co. 

United Brick & Tile 

University of Wisconsin - Milwaukee 
Vande Hey’s Roofing Tile, Inc. 

Ver Halen, Inc. 

Water Technology 

Westra Construction, Inc. 

4 Wisconsin Bell 

Wisconsin Brick & Block Corp. 
Wisconsin Concrete Masonry Assn. 
8 Wisconsin Electric Power Co. 
Wisconsin Gas Co. 

Wisconsin Natural Gas Co. 

3 Wisconsin Pipe Trades 

Wisconsin Public Service 

Wisconsin Ready Mixed Concrete Assn. 
Wisconsin Testing Laboratories 
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This index is published at no cost 
to advertisers, as a service to 
readers of Wisconsin Architect. 
Publisher assumes no 
responsibility for errors or 
omissions, When writing to 
advertisers, tell them vou saw 
their message in Wisconsin 
Architect. They want to know. 
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Giving you more than beautiful savings 


Tilt-Up Concrete offers all the 
advantages you've come to expect 
from concrete walls — durability, 
low maintenance, energy savings, 
fire resistance, low insurance 
premiums and lasting value. 


As a bonus, Tilt-Up Concrete 
buildings feature rapid forming, 
casting and panel erection for 


exceptionally, economical 
construction. 


Discover the many benefits of 
Tilt-Up Concrete buildings. Call 
Wisconsin Ready Mixed Concrete 
Association at 1-800-242-6298 

for details. 


Do It In Concrete. 


Wisconsin Ready Mixed Concrete Association 


9415 W. Forest Home 
Hales Corners, WI 53130 


1-800-242-6298 


THE SOLUTION IS IN YOUR HANDS 


Looking for a way to reach more 
potential customers? If your 
business provides services and/or 


products to architects, engineers, 


contractors and others in the 
design and construction industry, 
advertising in Wisconsin Ar- 
chitect is a great way to reach the 
people you need to reach. At a 
surprisingly low price. 


For more information, please call 
(608) 257-8477, or write: 


Advertising Manager 
Wisconsin Architect 
321 S. Hamilton St. 
Madison, WI 53703 


Wisconsin Architect March/April 1991 


DOLAN & DUSTIN, INC. 
CONSULTING ELECTRICAL ENGINEERS 


1011 N. MAYFAIR RD WAUWATOSA, WI 53226-3448 
(414) 774-4543 FAX (414) 774-4579 


/ 


Electrical Power - Primary & Secondary Distribution 
Lighting Design * Security & Communications Systems 
Grounding * Emergency Generation * Uninterruptible Power 


g£ FJA CHRISTIANSEN 


=» ROOFING CO., INC. 


Milwaukee, Wisconsin 
LET US SHARE OUR ROOFING EXPERIENCE WITH YOU 
Project Review e Job Site Investigations e Budget Pricing 


Scott K. Christianson 414-445-4141 FAX 414-449-4748 


BERT FREDERICKSEN, INC. 
CONSULTING ENGINEERS 
3245 North 124th Street Brookfield, Wisconsin 53005-3112 
TELEPHONE 781-9070 (414) 
HEATING * VENTILATING * AIR CONDITIONING 


John Fredericksen-President Bert T. Fredericksen-V. President 


Bert Fredericksen-Chairman 


Wausau, W (715) 845-1333 
Green Bay, W (414) 435-2488 


————— —————— 
Associates, nc. + Consulting Engneers e Bectrical and Automation Specialists 
* Lighting Design ® Instrumentation and Controls 
e High Med Low Voltage Design ® Automation 

e Systems Design e Testing 


Meeting Room AV Systems Design 


Need more help when you design OOO 
ESSA 


meeting rooms using AV, video or 
computers? Call Mr. Flint Bridge at 
Midwest Visual. (414) 784-5880 


Aire 


tiv 


4910 Frontage Rd., Sheboygan, WI 414-452-4555 


Specializing in Hospitality, Healthcare, and Dormitory Casegoods 


Gorski and Associates 
Professional CAD Services 
Point Line and AutoCAD 


2671 Bruce Parkway/McFarland, WI 53558 
(608) 838-6033 


Audubon Court 
333 West 
Brown Deer 
Road 
Milwaukee 
Wisconsin 
53217 
414-352-3444 


Fax 414-352-6847 
The Ultimate in Kitchen and Bath Cabinetry 
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TESTING LABORATORIES 


Geotechnical Engineers 


a 
Soil Borirgs 


Materials Testing & Inspection 


Menomonee Falls, WE 53051 e (414) 252-3300 


Strass-Maguire & Associates, Inc 
CONSULTING * STRUCTURAL * INDUSTRIAL * ENGINEERS 
9000 N. DEERBROOK TRAIL, SUITE #110 


MILWAUKEE, Wi 53223 
#414/354-4046 FAX 414/354-5008 


ARNOLD AND O'SHERIDAN, INC 


CONSULTING ENGINEERS 


Structural Electrical 
Mechanical Civil 


608927199651 


815 FORWARD DRIVE MADISON, WI 53711 


414978396130 
4125 N. 124TH BROOKFIELD, WI 53005 


MILWAUKEE BLUEPRINT SERVICE 


7526 W. Appleton Ave., Milwaukee, WI 53216 


Fast Diazo Printing * Specs Ħ Supplies 


Free Pick-Up and Delivery with Minimum Order 
(414) 464-2350 


1-800-686-2350 


“re a e 
Whatever applications your project requires, 
we can supply all the door hardware you need. 


e Complete Selection 
e Competitive Prices 
e Reliable Service 


Let us be your headquarters for door hardware. 


LA FORCE 


Hardware & Manufacturing Co 
1060 W. Mason St., Green Bay, WI 54303 
(414) 497-7100 


THE REPUTATION YOU CAN BUILD ON 


April 1991 


Beauty... 


Without Limits 


No matter what your aesthetic vision 
J.W. Peters can bring it to life. . .with versatile, 
economical pr st architectural concrete 

At our newly enhanced 53,000 sq. ft. ar 
chitectural facility in nearby Algonquin, IIl., we're 
doing citing things with precast concrete. In- 

ating the latest colors and aggregates 
Making efficient use of stone and masonry 
veneers. Casting the vivid patterns and geo- 
metries today’s architects and developers 
demand 

Midrise or highrise, J.W. Peters can 
deliver, on time, and on budget. If you 

it, we 1 cast it 


34212 West Market Street» Burlington, WI 53105 (414) 763-2401 
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a OUR WORLD 


SHAPIN 


ES 


to provide you 
with a great 
versatility, 
as well as, 
all the beauty 


vou can 


imagine 


